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Articles in this issue again prove 


“There's Profit In Prevention” 








first aid for throat irritations 


SORE THROATS due to coughs and colds, if neg- 


lected, may result in lost man hours of work. 


THANTIS” Lozenges contain no antibiotic; they 


produce no unpleasant by-reactions in the mouth. 


THANTIS Lozenges relieve pain promptly—reduce 


infection—act prophylac tically. 


Twenty-three years’ extensive clinical and lay use 
has proved the safety and effectiveness of this popular 


product. 


First aid for wounds ee 


Neglect may cause infection which can be prevented 


by prompt use of ‘Mercurochrome."! 


No antiseptic has been proved to be more effective 


than ‘Mercurochrome’ for topical application 


ARAN hiO) maaastiCOTT & DUNNING, INC, BALTIMORE 1, MARYLAND 








WATCHEMOKET 


eye EXECUTIVE SAFETY SPECTACLE 


SAVERS with Interchangeable, Curved, Shatterproof Lenses 


Smartly Styled, Lightweight, Curved to Fit Forehead 


These EXECUTIVE Eye Savers include important 
new features which are not available in any other 
type of safety spectacles. They were designed by 
professional men in the optical industry for com- 
fort and multi-purpose eye protection. They repre- 


sent the highest standards of quality known to the 
MODEL 595 Adjustable Retrax Temples 


optical industry. 


FEATHERLIGHT COMFORT. . a combination of light 





weight and perfect balance, plus a universal nose bridge 
which rests comfortably om the nose without pinching at 


the sinuses 


MAXIMUM SAFETY with better visability . . . large lens 
MODEL 590 


size and curved frame design hug the forehead and close 
Club Temples comfortable over-ear fit 


x. 
y 
VY the gap at the corners of the eyes. 
SNAP IN-OUT /-¢ 
| A 


CHOICE OF rad Xe 
INTERCHANGEABLE LENSES 4 t ONE SIZE FRAME for everyone . . . choice of Eye Savers 


Abe 
SAFE — SHATTERPROOEF hard methacrylate Tg patented Metal Retrax adjustable temples or comfortable 


- . . form-fit plastic Club Temples .. . fit and flatter almost every 
the finest quality known to the optical industry .. . guar- I , = 


, : face... mans or woman s 
anteed optically perfect . . . cannot distort the image or 


cause eye strain... never pit from sparks or molten metal. 


MULTI-PURPOSE USE Executive Safety Spectacles have 


These lenses are made by an exclusive Eye Savers process. 


Extra Lenses which are easily interchanged (snap in — snap 
F ae 
ail 


L @ CLEAR Safety Lenses for indoor haz- 


out) to get the desired protection: clear lenses protect from 
ardous areas. 


impact hazard of flying particles, green lenses provide full 
@ LIGHT GREEN Sofety Lenses for aver- 


protection from impact and from an arc burn six feet or 
age sunlight 


more from the arc (also provide excellent protection from 
@ MEDIUM GREEN Safety Lenses for ; 
bright sunlight sun glare), gold lenses help visual performance by reducing 
' uv ic 

SPECIFY LENS BY CODE NUMBER 
F ——_ = , @ GOLD Safety Lenses for night add 
| 

Light | Medium 

Clear Green | Green Gold 


se + 


eye strain when driving against headlights or in fog . 


Y 


sunlight to vision also may be used for safety in a plant. The Executive is 


furnished with protective carrying case, large enough to 
Sc) $G2 S64 SY} ALL LENSES FURNISHED WITH 
= | wal a PROTECTIVE POUCH hold all extra lenses in their individual pouches. 


See Your Authorized Eye Saver Supplier, or write direct for full 


information on the New EXECUTIVE and other modern Eye Savers 


Quality Eye Protective Equipment Made by the Leaders in Plastics 














WATCHEMOKET OPTICAL CO., INC. 


236 West Exchange St. PROVIDENCE 3, R. I. In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26 
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Keep your 
floor-maintenance 
men happy... 


However much a maimtenance man may want to 
doa cood job, and at the same time show savings 
in labor costs, he’s stymied if the machine is too 
small, or too large. or is otherwise unsuited to 
the job. Different floors and areas call for dif- 
ferent care and equipment. That's why Finnell 
makes more than a score of floor-maintenance 
machines. From this complete line, it is possible 
to choose equipment that is correct in size as 
well as model... that provides the maximum 
brush coverage consistent with the area and ar- 
ranvement ol the floors. 


Finnell makes Conventional Polishing-Scrubbing Ma- 
chines in both concentrated and divided-weight types, 
each in a full range of sizes a Dry-Scrubber, with self- 
sharpening brushes, for cleaning grease-caked floors 

Combination Scrubber-lac Machines for small. vast. and 
intermediate operations. including gasoline as well as elec- 
trie models . Mop Trucks Pacuum Cleaners for wet 
and dry pick-up, including a model with By-Pass Motor 
In addition. Finnell makes a full line of fast-acting Cleans- 
ers for machine-serubbing Sealers and Waves of every 
requisite twpe Steel-H ool Pads, and othe 

evervthing for floor care! 





UCCEssOries 


In keeping with the Finnell poltey of rendering an indi 
vidualized service. Finnell maintains a nation-wide staff 
of floor specialists and engineers. There’s a Finnell man 
near you to help solve your particular floor-maintenanes 
problems to train vour operators in the proper use of 
Finnell Job-Fitted Equipment and Supplies 
make periodic check-ups 





and to 
For consultation. demon-tra- 
tion. or literature, phone or write nearest Finnell Branch 
or Finnell System, Ine... 351¢ East St... Elkhart. Ind 
Branch Offices in all prin ipal cities of the Lnited States 
and Canada. 


BRANCHES 
IN ALL 
PRINCIPAL 
CITIES 


Circle No. 3 on reader service card for more information 
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THIS MONTH’S FEATURES: 








We have something really outstanding for 
you this month three articles on what 
figures can do to help you control accident 
frequency and severity .. . on how they 
should be used to do you the most good... 
on how little some of them really mean. 
You'll want to read the features beginning 
on pages 26, 29, and 32 without fail! 








DEPARTMENTS 


Your Printing Department 
It Can Be Made Safer 
Buyers’ Guide How to keep up safety, hold down fires, i 

Letters to the Editor a 
“Safety Is Contagious” 
The “safety bug” tching—and productive of 


Books ¢ ideas 


Along the Grapevine 


; et Safety ¢ , a 
a ne Let Safety Control Job Placement 
Compensation A safety department has the last word 


H \W ‘il Is y r SB fe ae ore Joing? 
Right off the Docket a ae ee eee 


lf ean much to ai safety 
Useful Literature prog 
“ews Piedota A Statistical Approach to Control 
of Accidents 
es ‘ . 

Club Page Used correctly, however, figures can mean 
Literature in This 

Month’s Ads Ask Them: ““What About Your 
ny Dependents?” 
Is It Fair? ‘ ; 
A new approac! 
Sudden Injury families 


PS—People & The Don'ts of Handling Explosives 
. is 58 ] . ] e344 
Suppliers oo rules lor handling explosives with 
danger 


Advertisers’ Index 


An Industrial Clinic at No Cost 


Cooperation and government gave seven plants a 
clinic 








THE INDUSTRIAL PUBLISHING GROUP 


A DIVISION OF TELENEWS PRODUCTIONS, INC., 


— 1240 ONTARIO STREET, CLEVELAND 13, OHIO 
ACCEPTED AS CONTROLLED CIRCULATION 
PUBLICATION AT FOSTORIA, OULO 


RETURN FORM 3579 TO 
1240 ONTARIO ST., ; - : _—_ Bates i ate 
CLEVELAND 13, OHLO SUBSCRIPTION R ATES; Single copy 50c, One Year $5, Canada $6, United Kingdom {2 38 

Payable in Sterling at our London Office. Other Foreign $7 





The 
INDUSTRIAL 
WORKER 


knows 


accident means serious personal tragedy to the worker as well 


ind he knows at close range—that an 


as financial and production problems to the plant. 

It’s a fortunate worker who is employed by one of the pro 
gressive firms which have taken the practical step that assures 
utmost safety against slipping accidents . . . by installing ALGRIP 
...the world’s only Abrasive Rolled Steel Floor Plate. Oily, 
wet or greasy —level or on slope—ALGRIP is the floor most foot 
safe for the worker safest against skidding for material 
handling equipment . because ALGRIP’s uniformly and deeply 
embedded abrasive keeps it safe... year in, year out. 

ALGRIP requires practically no maintenance . . . cuts accidents 

. and insurance costs to help pay for itself. 


AW. ALGRIP stcicor ruin 


ALGRIP — Approved for Saft 

ALAN WOOD STEEL COMPANY 
Conshohocken, Pa 

Please send A. W. A crip B 

Name 

Title 

Compar 

Address 


City 
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Safety 


features 


| 
comfort 
y in 





e HY-TEST 3-Way Cushioned 
Arch Comfort Pad... stand- 
ard in three styles and avail- 
able in all styles except those 


with other comfort features. lee Sea Tops among HY-TEST’s Standards of Quality 
are its safety features. Next, and equally as impor- 
HY-TEST Cush-Ere Cushioned ra “on tant, are those which provide easy-going comfort 


standard in two i for your workers. Now, three cushion insole pads 
styles to give built-in com- 


are available in boots, shoes and oxfords to insure 
fort all day long. 


real comfort. Ask your HY-TEST Representative 


\e give you details or 
HY-TEST Cushion Insole with \ 


Metatarsal Pad... featuring a \ 


“cookie” cushion for orch Ul Eien: @ Write for Full Information... 
comfort and special meta- : £5 


ia “3 \ HY-TEST SAFETY SHOES 


structure; standard in many * = \ Division INTERNATIONAL SHOE COMPANY 
styles. 4 ‘ 


DON’T SETTLE FOR LESS... 


Buy HY-TEST and Get the Best! 


Circle No. 5 on reader service card for more information 


1509 Washington Ave. 927 N. 3rd St. 
St. Louis 3, Mo. Philadelphia 23, Pa. 
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It takes FORESIGHT 
to SAVE sight! 





INSTALL SIGHT SAVER 
CLEANING STATIONS... 


Keep safety glasses clean and safe. 





Safety Directors in thousands of plants have found that the 
best way to encourage people to wear safety glasses is 
to make it easy to keep them clean. And the quickest and 
easiest way to clean and polish eyeglasses is with Sight 
Savers, the genuine silicone treated tissues used and 


‘tli bat 
preferred by millions of people. 


DOWN 
SIGHT SAVER CLEANING STATIONS are economical to in- 
stall and maintain—and they require minimum space. Now’s 
the time to increase the effectiveness of your eye safety 
program with Sight Saver Cleaning Stations conveniently 
located throughout your plant. Make Sight Savers available 
to wipe away the best excuse a man can give for not 


wearing his safety glasses 


DIRTY glasses are dangerous and inefficient 
MAIL COUPON TODAY CLEAN glasses reduce accidents, improve workmanship 


for Distributor SIGHT Savers keep glasses clean! 
Listing 





c 


e 
ri DOW CORNING CORPORATION, Midland, Mich., Dept. 8211 Sight Saver Cleaning Stations 
* Please send me your listing of Safety Supply Houses handling 

© SIGHT SAVER eaning Stations Cat. No. 60 (Black 


Cat. No. 61 (White) 


DOW CORNING Name Cat. No. 62 (Safety Green) 


each $2.50 
SILICONES —e Refill Packets (Cat. No. 65) 


each $1.45 
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BUYERS’ GUIDE. 


Use this classified list of 
advertised products to locate 
easily the information 
you need 





\bsorbe1 floor 
\larn 1E VICE 
Athlete root preventl 


Atomic 


igarette dunking sta 


Breathing equipment 
(‘} 
( protective 


Food ser 


Footweal 
Glove protectly 


Hand tool 
Hard hat 
Hearing te 
Hoods 
Hose reel 


I 


s<adadel 
sadder 
ens cleaner 6. 8, 


ghting equipment, guards 


I 
I 
I 
I 


Viaterial handling 


Mirror 
Noise silencer 


Pres feeder 


Protective c1 


citators 


Snow plow 
Solvent 
Strap break 
Stretcher 


Vi 
Waste receptacle 
Watchmen’s clock 60. 70. 
Wire rope, slings and 

fittings . .68, 77, 80, Cover ITI 
Women’s headcovers i 
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HERE’S WHAT WILLSON 


SUPER-TOUGH 


-HATS HAVE THAT NO OTHER 
SAFETY HAT HAS! .~~“ 


Super-Tough® hat 


tonted b 
ented 


b 


] 
mplete story 
iutionary, scientific ad 


head protection. Write 


italog 


WILSON 10" 


HEAD PR 


More Than 300 Safety Products Carry This Famous Trademark 


WILLSoN 


Leaders in Research and Development of Safety Equipment Since 1870 


WILLSON PRODUCTS, INC., 209 WASHI 


Circle No. 7 on reader service ca for more information 
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TAKE YOUR CHOICE 


DEPENDING 
ON CONDITIONS 


(Go Modern 


t 
eect 
S EECE 


Each MAGIC LENS TISSUE (Silicone treated) sheet is 
over 50°° larger than usual, and has twice the tearing 
strength. Yet MAGIC costs you less. $8.40 per carton 
(6 refills per carton). The compact Dispenser is only $2.50. 
No screws. No drilling. Just stick it to the wall. 

Or use the MAGIC HEAVY-DUTY Cleaning Station 
for heavy-grit areas or where Anti-Fog protection is neces- 
sary—on plastic or any eyewear. Science's finest cleaning 
and anti-fogging fluid. Pressure-packed. About 1,400 appli- 
cations per can. One MAGIC can equals 4 old fashioned 
bottles. That is the first saving. No pump. Nothing to refill. 
Only $12.50 per carton of twelve 12-0z. cans. 

Indestructible steel Dispenser locks can in place. No 
pilferage possible. Cabinet costs only $5.95. Releases sheets 
only 1-by-1, not in bunches. greatly reduces waste. 

The paper, not Silicone-treated, is a superb, super-strong. 
wet-strength tissue. Naturally, no scratching on plasties. 
and no lint. 18 giant refills in each carton (each refill has 
760 jumbo-size sheets) at only $11.60 per carton. Wire or 


write us today, or order through your Safety Jobber now. 


Cleaning Stations 


The Silicone Paper Company of America, Inc. 
General Offices: 75 FE. 45th St., New York 17, N. Y. 


Circle No. 8 on reader service card for more information 
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TO THE EDITOR 





Any Standards Yet 
To Beat Cadmium Hazards? 
Editor: 

We frequently see copies of 
your OCCUPATIONAL HAZARDS, 
which we always find most 
interesting. 

One of our assureds is in- 
stalling a plant for the recov- 
ery of metallic cadmium from 
cadmium oxide, the latier be- 
ing recovered in a bag house 
operation. 

Data on the occupational di- 
sease hazard of cadmium and 
the measures necessary to 
minimize the exposure seem 
to be very scarce indeed. 
Would you have anything in 
your library on the subject? 

Ralph Cartwright 
Frenkel & Co., Inc. 
New York, N. Y. 

Literature about cadmium 
isn’t wanting, but suggestions 
for licking the hazard are 
mighty hard to find. Have 
readers any experience with 
the problem? 


That Guard Rail 
Test Again! 
Editor: 

The ASA Code A-12 pro- 
vides that guard rail brackets 
should be spaced not more 
than eight feet apart and the 
mounting should be able to 
withstand a load of at least 
200 pounds applied in any di- 
rection on top of the hand 
rail. It would seem a test 
could be made by rigging up 
a dynamometer and making 
the pull in any direction. 

While we do not wish to 
quarrel with any standard, it 
seems that a 200-pound test 
requirement is hardly suffi- 
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‘ient, especially so if an ob- 
ject of that approximate 
weight were suddenly thrust 
against the guard rail. Be 
that as it may, we still take 
no exception to the standard 
because it is our feeling that 
if all guard rails will meet 
est there will probably 

wer accidents on account 

tair and guard railings 

J. B. Johnson 
Managing Director 
American Society of Safety 
Engineers 

Chicago, Illinois 

Do your Gua rd Ra 
Guard?” (May, 1955) has 
brought forth a lot of corres- 
pondence The problem: how 
to make the 200-pound test of 
g ard rails required by exist- 


ng ;§ tandards 


“‘Lost-time”’ 
Vs. “Disabling” 
Editor: 

The use of the term “lost- 
time accident” is confusing to 
a number of people because, 
as you know, all disabling in- 
juries do not result in loss of 
time from work. 

When a disabling injury 
without loss of time occurs, 
and it is then announced that 
a company’s safety record has 
been broken, some employees 
invariably will say that a 
“lost-time accident” hasn’t oc- 
-urred 

In fact, not long ago an in- 
dustrial relations manager 
tried to tell me that it is nec- 
essary for loss of time to occur 
for an injury to be classified 
as a “lost-time accident.” 

Both the American Stand- 


irds Association and the Na- 
tional Safety Council have 
been attempting for some 
while to bring about the dis- 
continuance of the term “lost- 
time accident” and the use of 
“disabling injury” instead. 

It will be helpful to the 
safety profession if you will 
idopt the recommendation of 
these two organizations. 

F. C. Black 
Safety Superisor 
[he Visking Corporation 
Chicago, Illinois 

The latest edition of the 
American Standard Method of 
Recording and Measuring 
Work Injury Experience (dat- 
ed December 16, 1954) reads: 

“1.3 Disabling injury is a 
work injury which results in 
leath, permanent total dis- 
ibility, permanent partial dis- 
ability, or temporary total dis- 
ibility as defined in 1.2. These 
are the injuries used in calcu- 
lating the standard injury fre- 
quency and severity rates. 

“1.4 Lost-time injury is the 
ame as disabling injury as de- 
fined in 1.3. Use of the term 
disabling injury’ is prefer- 
nod” 


“Is It Fair” 
Proves Helpful 


Editor: 

I have just read your mag- 
azine for July 1955. I note 
reference to a case which ap- 
parently was taken from the 
files of the American Arbitra- 
tion Association having to do 
with the discharce of an em- 
ployee who after examination 
by a doctor was advised to 
change his occupation. A light 
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AM DEODORANT Soap 


ComTAIns 58-8 AMTISEPTIC AMD LAROL® 





DIRECTIONS 
ADO WETINNG HANDS wit wate oid left ond me 


se E(ET PRODUCTS CO. + CHEMICAL BY-PRODUCTS Dv 


UNLIKE ANY OTHER SOAP that is to be used with water, SBS-60 
Cream Deodorant Soap is neither a liquid, bar, nor 
powder ... but a white, opaque, thick-bodied cream. It is 

economically dispensed on the hands with no loss and is, SBS-60 dispenser can serve many users for both hand 
for all practical purposes, impossible to waste! The SBS-60 washing, or showers, with absolute assurance of no soap 
Cream Deodorant Soap dispenser need not be placed over waste .. . no soap spillage . . . no costly dispenser main- 
the washbowl or in the shower like liquid or powdered soap tenance. Carefully cost-checked, SBS-60 Cream Deodorant 


equipment. In fact, it can be placed anywhere in the Soap has achieved savings in soap costs of up to 50% in 
typical plants across the country. 


washroom area. SBS-60 Cream Deodorant Soap is dis- 
pensed on the hands before wetting and may be spread on 
the skin enroute to the washing facility without loss! One 


? on reader service card for more information 
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New Type Of Soap That’s Almost 


TO WASTE! 
SBS-GO sor 


SUCCESSOR TO LIQUID AND BAR SOAPS 


Presenting the first major soup devel- 
opment in a quarter of a century... 


savings on soap costs up to 50% assured 


The announcement of SBS-60 Cream Deodorant Soap 
once and for all solves the problem of costly waste in the 
use of liquid and bar soaps. Today for the first time, 
the availability of SBS-60 Cream Deodorant Soap brings 
costly soap waste to an end for your company. Three 
years of extensive laboratory testing and country-wide 
plant tests have proved the value of SBS-60. Savings up 
to 50% in soap costs are matters of record...an_ end 
to costly soap dispensing problems is assured . . . im- 
provement in employee morale is another handsome MODERN LABORATORY EQUIPMENT in the hands of skilled 
dividend when SBS-60 is used. Special announcement chemists produced this first major soap development in 
literature has been prepared to answer all your ques- decades . . . SBS-60 Cream Deodorant Soap. Their 
tions . . . this information is valuable to you and your in mmr Penalinrtinmage hy. reversing on neki 


: eliminate the wastes of present day liquid and bar 
company—send for it now. soaps .. . their success is now a matter of recorded fact. 


SEND FOR YOUR COPY OF THIS 
SPECIAL ANNOUNCEMENT LITERATURE 


eeeeeseseee#eeereses#eeee#eeee#ee#e#e#e#*# 
SUGAR BEET PRODUCTS COMPANY, 302 WALLER ST., 
SAGINAW 46, MICH. 
Gentlemen: Rush me the special announcement literature on 
the new SBS-60 Cream Deodorant Soap. 


NAME 





TITLE 





COMPANY 


ADDRESS 


Sugor Beet Products Co. Canadian Subsidiary 
Chemical By-Products Division Chemical By-Products, Ltd. 


ny STATE 
302 Waller St., Saginaw , Mich. 8 Ripley Ave., Toronto 3, Canada 


. 
* 
. 
- 
. 
. 
. 
. 
° 
° 
. 
° 
. 
. 
. 
. 
° 
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job not being available, he 
| was discharged. 

SED A company here which | 

‘PLANT CLOSED =| represent is faced with exact- 

| || ly the same problem. In fact, 

until further notice | the case is so on all fours with 

the case referred to in your 

magazine that a change of 

date, the man’s name, and his 

classification would be all 

that would be necessary to 
make it identical. 


4 We are proceeding to arbi- 
How much damage and down-time re proceeding to arbi 


tration in a short time, with 
hi ae 2 the American Arbitration As- 
can f iS equipment save you * sociation as the third arbitra- 
tor 














[ would greatly appreciate 
it if you would advise me the 
name of the case and the cita- 
tion where it may be found 
should it have been published 

J. L. Goddard 
Attorney at Law 
Los Angeles, Calif. 

] ven our editors knou 
the names of people and com- 
panies involved in American 
Arbitration Association cases 
reported through “Is It Fair: 

Association itself 
have to supply any additional 
Property damage and loss of production caused by a fire in your plant can be a data. Often, however, further 
serious blow to your business. And conventional fire-fighting methods often cause deta 
more damage than the fire itself. That's why John Bean Industrial Fire-Fighter 
like the new “HH” High-Pressure Fog 
plant and production protection 


cannot he re leased 


1 good investment 


Only John Bean Fire Fighter s give you the advantages of fighting fires with Sef With 
high-pressure fog and or his John Bean fog can kill fires so fast with so little afety it 
water damage. Water, atomized by the h 


jh-pressure fog guns under a pum; Drill Presses 
pressure of 800 lbs., cooling, smothering and Editor 


effect on flames that they're knocked out with only 1/10th the a = 
On page 17 of the May 1955 
issue of OCCUPATIONAL HAz- 

The new “HH” model packs the performance of a full-size municipal fire truck 
a compact, highly maneuver 


Oc 1 o ; R . . Vv 4 < = ’] mo > ad 
135 inches long. A 48-inch width and ARDS you show a device en 
a full-turn radius of less than ] 


7 it to drive down factory aisles and turn titled, “Greater Drill Press 
sharp corners with ease drives it at speeds up to 25 m.p.h. t Satetyv 


water used 
ordinary pressures. 





also powers the hig} I re i ae ; . 
ee ode age A a This device for holding a 
mmediate action. drill press vise is of interest 
; to us; and we were wondering 

complete line of John Bean mobile and 

nary fire-fighters if you have more details on 
Oy > this device, or if you could 
obue odel s 


WRITE FOR CATALOG L-889 TODAY advise us how we can secure 
a additional information from 
a the original developer. 
K. N. Banthin 
—— JOHN me C & M Supervisor 
The Visking Corp. 
ane cata Chicago, Il. 
Division of Convair’s O. G. Scott, down 
FOOD MACHINERY AND CHEMICAL CORPORATION in Fort Worth, Texas, was the 
DEPT. IF, LANSING 4, MICHIGAN inventor of this “Accident 
Stopper.” Further dope on the 


ete device will have to come from 
tationary 333 ¢ 
Model 333 there. 
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Tuffy. SLING NEWS. 


Published Monthly in Leading American Trade Magazines by Union Wire Rope Corp. 


BLE GOOD NEWS ABOUT SLINGS 


High Strength of Famous 
Tuffy Machine Braided 
Flexible Wire Fabric 


ss ee Equation in Eye Splice 


AST ; ‘uffy Shngs’ un 1 resistance to 
iS oe ee ere ee ‘i king and the ease with which kinks 
Atids® a straightened out without damage 
strands has piled up sling savings 

igh longer service life. 








: ; e 
A heavy walled, streamlined steel ferrule is Under exceedingly great pres- ~ — oS advantages, bigger = on 
pressed on over tucked eye splice of Tuffy ma- sure, bas metal of the ferrule is ‘ added to Tuffy Slings. Eye Spices 
chine braided wire fabric from which sling is made. flowed into fabric interstices are made as strong as sling fabric with 
steel ferrule pressed on unde r great 
Tuffy Makes Sling History Again With New Ferule pect Me pail acer 
y | g y g trea mlined \ vith end Sythe eso 
Tuffy Slings ys sling } history quickly when introduced. he patented y ss fabric Tor safer, easier, faster 
machine braided Tuffy Sling fabric has been upsetting sales and serv hitching and unhitching on loads. 
records ever since. 


Now, Tuffy Slings are making history again with a streamlined met 
ferrule squeezed on over tucked eye sp s so tightly that the eye spl 


i } 


has strength equal to that of the machine braided wire fabric. It mak 


Tuffy Slings stronger and safer. The if the tapered ferrule are / - \ 
swaged tightly to the fabric leaving n¢ iges to hang up on loads or to bs 
injure workers’ hands in hitching to and unhitching from loads. This, y 


pled with the great flexibility of Tuffy machine braided sling fabri 


colle Tuffy Slings the handler’s favorite. . —— 
Your Tuffy Distributor New Edition of Tuffy Sling Handbook 


Saves You Money! 


ore FREE — Mail Coupon Now 


s the 





e in This new 60-page Sling Handbook Tuffy § Slings. It also has a brand 


— is a completely revised edition of new engineer’s notebook and a valu- 
the famous Tuffy book that first able rigger’s manual. 

made sling news several years ago 

The new edition shows you why Get FREE Sling Handbook 
Tuffy’s new tuck splice and pressed- ° 

on ferrule can aan ip er vad- Mail Coupon Today 

ing work, improve safety records. It We just want you to see what a dif- 
contains complete information ference the new Tuffy ferrule and 
about a full line of factory-fitted tucked splice make. We want you to 
Tuffy Slings, nearly a dozen new have the advantages of this a 
standard fittings available, and fully illustrated and charted sling 
complete data and charts on all guide. No obligation. Write now. 


unron( ‘gt Ure Kone. Corporation 
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Specialists in high peat wire, wire rope, braided wire fabric, stress relieved wire and strand. 
2298 Manchester Avenue, Kansas City 26, Missouri 
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WHAT WE'VE HEARD 





ALONG the GRAPEVINE 


Union Cooperation 


Varies Widely 

WHILE, the grapevine among 
safety men seems to be giving 
the nod to unions in general 
for their cooperation with 
plant safety campaigns, there 
are sour notes being sounded 
now and then. 

One side of the picture, as 
it’s come to OCCUPATIONAI 
HAZARDS in recent weeks, is 
this: 

A big steel plant installed 
new washroom fixtures. Why? 
Because union bosses were 
persuaded that the equipment 
would help prevent infection 
and disease among workers 
and the union put pressure on 
plant management 

Another plant bought $5,000 
worth of safety equipment the 
safety director had wanted for 
a long time, but had been un- 
able to get “ing y, the S. D 
went to the union. The union 
saw his point—and saw that 
management made the _ pur- 
chase 

The other side of the pictu 
looks like this 

At a Midwest foundr 
safety engineer turned the ai 
a faint blue as he discoursed 
on what the union local 
been doing his prog 

“We've got contract 
sions,” he said, “that 
maintain safe and 
working conditions 
recognize the need fo: 
regulations. The 
though, go _ into a 
procedures every time we try 
to enforce the regulations 
They talk safety, bu 
won't let it work.” 

A police lieutenant 
mand of labor relations in 
other city went right 
with this foundry safety 
The lieutenant pointed 


three recent cases in which 
unions had encouraged their 
members to disobey around- 
the-plant safety rules, and had 
made demands on plant man- 
agements that would sabotage 
a good share of their whol 
safety programs. 

Both sides do agree on one 
thing: cooperation of unions 
is just as essential to the suc- 
cess of industrial safety as the 
cooperation of top manage- 
ment and supervisors 


Hassle Over 

Who Does What 

It’s FAR from serene in other 
parts of the safety world, too 
A multi-plant medical direc- 
rr for an international manu- 
facturing company told Oc- 
CUPATIONAL HAZARDS not lon 


+ 


since that in his opinion one 


of the biggest problems of in- 


dustrial safety is to bring to 
gether the safety departm«e nt 
and the medical department 
“in a happy marriage.” 
According 
the M. D., several thing 
‘irst, authority for determ- 


What’s wrong? 


who’s to work wher 

and on what job isn’t clearly 
defined by management 
Plant physicians, foremen 
and safety men jockey among 
themselves to get “the la: 
word” about it A clear-cut 
decision by management as to 
who’s_ responsible for what 
would eliminate the trouble 
Second, safety men aren’t 
well enough trained in first 
aid and medical possibilities 
The medical director doesn’t 
expect them to be doctors, but 
he does wish they’d take the 
ible to find out what can 
can’t be done with the 


dispensary facilities (if any) 
available in their plants. 

Third, industrial physicians 
too often are taking on plant 
work as a minor “aside” to 
private practice. They don’t 
bother to learn what hazards 
really exist inside the plants 
they serve, and they aren’t 
equipped to make intelligent 
recommendations to eliminate 
them or control them. Often, 
they’ve not had the training 
to treat industrial injuries or 
to diagnose occupational di- 
seases accurately. 

Fourth, to lick the difficul- 
ies presented by his second 
and third points, our M. D 
feels that, whoever manage- 
ment puts in the saddle, in- 
dustrial physicians, safety 
men, and foremen should be 
brought 


+ 


together frequently 
for frank discussion of mutual 
problems. No safety meeting, 
he thinks, should be scheduled 
without having either a plant 
doctor or a plant nurse in at- 


+ 


ndance 


State Groups 


Taking Action 
Out IN Oregon, the state it- 
elf is taking action to try to 
bring about that “happy mar- 
riage” the industrial medical 
director talked about above 
tlere and there, in import- 
throughout the 
Oregon has been hold- 
meetings designed to 
teach the plant safety men 
basic principles of industrial 
hygiene and to acquaint them 
with at least some of the prob- 
lems of industrial health and 
medicine 
In New York, when the 
Greater New York Safety 


cities 
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Scotch Grain Oxford (S-4208). 

Ever popular straight-tip design 
In Cedar brown. Oak bend leather 
sole. Leather lined steel toe box 


Who’d ever guess 
handsome grains by Thom McAn 


are safety shoes? 


OUR MEN could wear them ona date! But they'll 
jp safely in them, too. Under the handsome 
grain of these new Thom McAns is the rugged, steel- 
toed strength of the huskiest safety shoe ever. 

These Thom McAn grains look and feel like the 
latest dress-shoe models, and because of their street- 
weight construction they’re guaranteed to take a 
lot of strain out of standing work. They’re as right 
for after work as they are on the job. 

Thom McAn has the shoes your men are going to 
want in rugged Scotch Grain, the new Glove Grain 
and other specially tanned, suppler-than -ever grain 
leathers. Our styling is up to the minute for 1956 
and for sheer hard wear they’re everything your 
men have come to expect from Thom McAn. 

Top all this off with Thom McAn’s special com- 
bination of fine workmanship, top quality, 'ong- 
wearing leather and famous money-saving prices. 
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Moccasin-toe Jaguar (S-4375). 

Racy, dress-weight blucher, cut 
smart and low. In Brandy Glove 
Grain. Leather-lined steel toe box. 


these 





You'll begin to see why Thom McAn’s so good it’s 
the best-selling shoe in all America. 


SOLD TWO WAYS: 1. At Thom McAn Stores. 
2. Direct to your plant. Send today for details of 
our money-saving plant-sale plan and Thom McAn’s 
t-way employee purchase plan—plus descriptions 
of the Thom McAn Safety Shoe line. Write: Thom 
McAn Safety Division, 25 W. 43rd St.,N.Y.36,N.Y. 


ThomlitcAn 


SAFETY SHOES 


A Division of the Melville Shoe Corporation 
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IMMEDIATELY 
EXTINGUISHED! 


It’s the discarded and for- 
gotten cigar or cigarette that 
causes fires. Rid your plant 
of smoldering fire hazards by 
installing neat, attractive, 


ae 
sure-out SIPCO DUNKING (wall model) 


STATIONS. 


Placed at strategic locations throughout your 
plant, SIPCO DUNKING STATIONS are the 
practical, economical answer to your plant smok- 
ing problem. That’s why scores of leading U.S. 
industries have installed them! 





Sra is Dag! | 
... THAT’S WHY 

60% OF THE LEADING 
INDUSTRIES HAVE 


INSTALLED 


=. 


eS. 





UNIT 
} NO. 1 
|(42”high) 





SIPCO DUNKING STATIONS are expressly 
designed for hard industrial use—and abuse; can 


be installed almost anywhere. 


WRITE DEPT. M FOR DESCRIPTIVE LITERATURE 


STANDARD 


116 SO. GARFIELD AVE 


INDUSTRIAL PRODUCTS CO. 


PEORIA, ILLINOIS 
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Council held its annual meet- 
ing last spring, arrangements 
were made to include special 
sessions on plant health and 
hygiene—sessions led by doc- 
tors and hygienists who really 
knew their stuff. 

What happened? 

Well, in New York at least, 
not much. Safety men care- 
fully stayed away from the 
occupational health sessions 
in droves. Only a_baker’s 
dozen attended although 
total attendance at the Safety 
Convention and _ Exposition 
was excellent. 

“Don’t safety men know,” a 
state health official asked Oc- 
CUPATIONAL HAZARDS. during 
the Buffalo Industrial Health 
Congress last April, “that they 
can’t do a good job unless they 
learn at least something of 
hygiene and health? Especial- 
ly now, when occupational di- 
sease laws are being made 
more stringent all the time?” 

He was quite upset about it, 
really 


College Safety Growing 

Into Big Business 

One Onto college recently 
saw its own accident frequen- 
cy rate soar so high that it 
started a regular course in 
safety engineering, according 
to one official. 

As a matter of fact, what 
with the growth of both stu- 
dent and faculty enrollment 
and with the increasing cost 
of liability and compensation 
insurance, college safety pro- 
grams are coming to be a big 
business. 

A second national confer- 
ence on campus safety was 
held, for example, at the Uni- 
versity of Minnesota not long 
ago. Subjects included such 
stand-by industrial safety 
themes as “Handling, Storage, 
and Use of Compressed Gas 
Cylinders,” “Getting Safety 
Across to the Student” (or 
worker), “Truck Fleet Safety 
Techniques,” “Radiation Safe- 
ty Program,” and “Accident 
Prevention in Building Main- 
tenance.” e e 
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NeW te e Steel Toe 
Insulated Safety Boots 


3 SSSR RRS! 


Ufatan in wile, Qoob ive Teerireth 


and sage abaregs 


Looking for a sturdy leather 8” 
boot with a steel toe? Want one 
that’s insulated against cold and 
heat? Need one that sheds water 
like a duck’s back; resists oils, 
acids, alkalis; that’s softly supple, 
yet wears like iron? There’s just 
one that meets these specifica 
tions. It’s the new Iron Age Insu- 
ited Safety Boot. 


The big feature is the upper 
her. It’s Parka Brown Sylflex, 
patented tannage using Dow 
silicones. This process keeps mois- 
ture out, permits the leather to 
breathe: allows the fibres to re- 

main forever soft and flexible. 
Be among the first to start 
earning the benefits your people 
THIS TAG can gain by wearing this exclusive 
TELLS THE STORY Iron Age value. Be prepared for 
bad weather ahead. Get your stock 

order in today. 


Waterproofed inseams and welting 
Double counter and backstay 
Dacron stitched throughout 
Seiberling Oil-Pruf sole, heel 

Full leather middle sole 


Rawhide laces 


No. 678 (not illustrated) 


same in regular 6” work 


% i , r fs P A 
shoe height. , =< 2u - E on ii ge 


DIVISION 


H. CHILDS & CO., INC. 1205 Madison Ave. Pittsburgh 12, Pa. 
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DON’T TAKE 
A CHANCE! 


VACUUM CLEAN 
HAZARDOUS LOCATIONS 
IN COMPLETE 

SAFETY. .. FOR 

ADDED SAFETY 





EXPLOSION PROOF VACUUM 


; 
U. L. APPROVED* FOR | Class 1, Group D 
HAZARDOUS LOCATIONS i Class 2, Group G 


Don't take unnecessary chances improve your safety record by maintaining “good 

: housekeeping” in critical areas with a Doyle Explosion Proof Vacuum Cleaner 

*The motor, switch, tank, hose, e a ‘ 

part of the Doyle EXPLOSIO} As part of your regular cleaning schedule, this portable, lightweight vacuum is safe 

PROOF Vacuum Cleaner is U. L. ar for recovery of liquids or dry materials in atmospheres containing highly explosive 

proved for safe operation ir or inflammable dust and gases. The entire unit is static conductive and has been 

presence tested and approved by Underwriters’ Laboratories as explosion proof. 

1. Atmospheres containing gasolin Use. the Doyle Explosion Proof Vacuum Cleaner as you would an ordinary heavy 
hexane, naph benzine, bu luty industrial vacuum. The big difference is, now you can clean floors, walls, bins 
tane, propane, alcohol cetone t ns, pipes or ceiling in hazardous areas. In many cases daily use of this rugged 
benzol, lacquer solvent vapor machine does a rapid and efficient job of guarding against an explosion or fire 

y rl aa . ~ . 
or natural gas Keep your safety up by using a Doyle Explosion Proof Vacuum Cleaner. Every ad 

Atmospheres containing starch vantage of more than 25 years experience in manufacturing industrial vacuum 

flour, or grain dust. cleaners is incorporated in this unit 





Write today for detailed information and specifications 


Specialists in Industrial Vacuum Cleaning Equipment 


VACUUM CLEANER COMPANY 


245 Stevens Street, S.W. Grand Rapids 2, Michigan 
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Safety CAP has narrow brim at 
sides and back, visor in front. 
Weight 12-1/4 oz. 


Weight 14 oz. Chinstrap is optional. 


Outside, they’re FIBER GLASS 


Compression molded of glass fibers and polyester resins, Jackson Safety 
Hats and Caps are made of the same miraculous substance that’s sweeping 
the country in countless new applications. Combining lightness and resili- 
ence with toughness and strength, fiber glass provides the strongest 
protection per unit of weight. Strong, two-way ribbing on the crown, and 
heavy edges along the brim resist impact from all sides. 


—in your choice of COLORS 


For indentification of workers by trade, Jackson offers Safety Hats and 
Caps in grey, white, yellow, orange, green, blue and brown. Other colors 
may be furnished on quantity orders. 


Inside, a Jackson PLUS VALUE 


The headband of extruded plastic, 
far firmer than the usual headband 
materials, is durable, holds its shape, 
and gives better fit. It allows easy, 
yet positive individual fitting, is 
clearly marked off in hat sizes. A 
cork-lined sweatband adds comfort, 
is easy to replace. 
Hammock straps of webbing give 
adjustable support on top of the 
head and provide the required safe 
distance between head and hat shell. 
Headband and hammock straps button to the inside of the hat shell, 
leave ample room for all around ventilation. 


—tested for your protection 


They exceed the requirements of Federal Specification GGG-H-142b 
when tested for electrical resistance, impact, penetration, flammability, and 
water absorption. Their weight is weli below the specified limit. 


Two of these tests are described at the right. 
a) PS Y 
ACCESSORIES... 


Chinstrap of adjustable elastic webbing (left) and ‘‘Winterizers”’: 
Colcap to protect the skull, Frigicap to protect the ears as well (right). 


Safety HAT has full brim for greater all around protection. 








impact Test « Here, eight-pound ball, 
dropped five feet, measures the force of 
impact transmitted to the head of the 
wearer (here simulated by a wooden 
headform). Jackson Safety Hats with- 
stand this test well within the speci- 
fied limit. 


Penetration Test « 

Pointed steel 16-o0z. 

plumb bob, dropped 

10 feet squarely onto 

center of hat crown, 

causes only slight 

penetration, well be- 

low the specified 

maximum. No dam- 

age is caused to headband and crown 
straps, nor to the wooden headform 
supporting the hat in this test. 


Slow Torture « Used regularly for quality 
control and close scrutiny of every com- 
ponent is Jackson’s own method of test- 
ing under hydraulic pressure. It proves 
Jackson Safety Hat superiority under 
sustained loads, hazards present in 
many occupations. 


S JACKSON 


PRODUCTS, INC. 
WARREN-MICHIGAN 


Jackson Products, makers of arc-welding helmets, gas-welding goggles, grinding goggles and face shields, offers these combinations: 
SAFETY-CAP-AND-HELMETS « SAFETY-CAP-AND-GOGGLES ¢ SAFETY-HAT-AND-FACE-SHIELDS 
Sold through Safety and Welding Supply Dealers throughout the World 
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= 
Padded throughout ® 





with a layer of Vinyfoam 
sandwiched in leather 


insulate the foot against heat and cold 


You can wear these shoes in 100° for 
zero cold, without the slightest dise« 
temperatures. The entire upper is 
of foamed vinyl containing millior 
bubbles. The same principle that 
against winter cold and summer he: 
tain normal body-temperature i1 
the foamed vinyl insulation becau 
moisture, perspiration, oil o1 
exposed to freezing or exce 
provide new comfort and imp 
include the same time-tested 


Lehighs. Widths D, E, EE 


indry heat or in sub- 
mfort from external 
padded with a layer 
s of tiny sealed-air 

ilates your home 
it, thus acts to main- 


these shoes. We use 


se it will not absorb 


. Wherever feet are 
t, Thermaliners will 
ney. They 


tion as all 


Stock No. 1319 


Developed expressly for 


Hot Mills 
Refrigerator Workers 
Ice Plants 


Miners 

Utility Field Crews 
Yard Men 

— or wherever feet are exposed 

to extremes of temperature. 


LEHIGH 


SAFETY SHOE COMPANY 
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Your Printing Department 


A plant guard armed 
with a fire extinguisher 
watches every welding job 


... It can be made safer 


reproducti 


They’r toring 


chines 
tip +} 
LleS; U 


? 
solvents 


laents ana Ii 


ires in print shops? 
1us, personnel and safety direc- 
ation, Dayton, Ohio, would 


‘orpol 


held hi 


S present 


+ 
OO I 


plants, are ftacing 
More and 


te their 


more tactories 
own printing and 
and even 


paper in 


typesetting ma- 
nuge quantl- 


inks 


scrap 


and 


dis- 


lammable 


printing 


ey have paper 


3 
poSal dalitic 


Occ 


Voice of 


to these 
Dan 
mittee « 


out the 


Dayt 


on 


Grothaus ser\ 


la edition 
Safety C 


tor Graphic 


HAZARDS went 


‘rience for ideas 


ved on the executive com- 


4 printers and publishers that worked 


of the American Standard 
ode for Controls and Signaling Devices 
Arts He’s 


Chamber of Commerce safety commi 


active 1n 


Presses. 


+ 





“A lot of industrial plants have print shop 


hazards now without know-how to check them” 
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tee, and he’s been with one of the largest print- 
ers in the world for 30 years 

McCall’s, of course, offers a grand-scale ver- 
sion of the dangers faced by all print shops, 
whether they’re job sho} r “captive” 
factories. But forget the enormous figures in- 
volved, and you have a down-t 


shops in 


o-earth lesson in 
how to eliminate fire 
1 : 1] 


single well-planned pro 


McCall’s has 3,500 em} 


accidents with a 


at Dayton. They 
‘ avS a year 
The plant produces about 15.000 t 


patterns every year 


Work three snitts a dav 


ons of dress 
2 500.000 maga- 
Zines e\ ery day 

Some of the 85 big pl ‘ver stop 
There are presses that have been running two 
or more years without even hesitatin 


A new warehouse went up ntl 


surance Inspectors f 
more than 4 
within 
The pl 
every yeal 
most of 


Safety Equipment 
Is Used Liberally 


He’s used all the 
unique ideas 

Empl Vere 
quired, to company 
salesmen from Dayton are invited into the plant 
three days at t ar, to con- 
tact all worth of 


McCall’s 


Dut not re- 


safety shi 
workers 

Dust masks and 
for worker 1] 


“musts” 


remove « 
verters 
handle ca 
haust fan 
vent so 
essentials 


petfore 


refers 
(four in 
indus- 


meta 
ment 

Nurses report 
forms These repo! 
them out 
partment heads 
written memos 


de- 
and- 


could have been 








FPNHREE Fat lave combined to make the 
Beech Aircraft Corporation safety pro- 


gram produce the outstanding results shown in 
Figure ] 

(A) Putting responsib for departmental 
ty councilor,” who 
worke1 
practice of using 
discipline to enforce safety reg 

(C) Building safety con 


+ 


Safety raining on a 
must be a regular hourly, 


(B) Avoiding the comm 


i 


workers at all |] | 
Safety satety ) 
ancient histor echcraft, however, has n 
aged to 
The com n \ uncil at all three plants 
(Wichita fering 1, and Liberal, 


Starts with the foremen. Each f 


in- 


: ee, 
new wrinkles 


Kansas) 
oreman select 
a department 


representative to serve as a 
councilor, making about 50 in an organization 
which employs 5,900. (There is also a smaller 
council on the second shift.) Councilors change 
every six months in to broaden interest 
in the safe 
Councilors are given sales ammunition on 
safety at month] meetings, are sent back to 
their departments to do the “pay-off” merchan 
orkers 
Ed Preston. Beech 
‘work like good preach 
ponsibility out and get 


sood cause.” 


Enthusiasm 
Is Catching 


contagious, em- 


up with valuable 


Installed a dip con- 


a moving 


g “clothesline” 
are clipped to move 


The line is about the 
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Here’s How Compensation Costs Were Cut 20% 


+ + 


same height as a backyard clot} ! oO tnat Alt! lol ilet taugnt consti 
workers can reach it easily ile are r th it can't 
S bdDearlin 
. en C! f safety, but they 
Safety Contagion Z  gPenignr 
. me ney re a the safety program wont 
Produces Suggestions ed on discipline. Their chief 


psvchologv—approval of othe 
A Beechcrafter who had ‘cau psy‘ AVE pp! ul ol ‘ 


bug suggested a fence to guard the 
were a million to one that anvon 


into it when there was a sharp part moving at Safety Councilors 
eye level; but thanks to the “safety tagion” Help Workers Remember 
among employees, an accident vented 


before it was even a possibility “Most of the time,” Preston points ou 


The same kind of alertness provided for meta 1 Worker doesn't put on his safety goggles 
guards on safety switches for sr | pr pecau he isn’t thinking about it. One of the 
which require two operators. The gual Dp! obs of tl fety councilor is to help the man 


vent car loaders or other aisle traffie fron remember t ear goggles, or to tell him the 


bumping the second switches accidentally and mportar f wearing them, or to get the man 
causing injuries. (One accident due to t} aus working on the next machine to remind him t 
did occur recently at another 


plant.) 








: . 1954 FREQUENCY RATE 
Beech Aircraft Corp. ~~ (U.S. Bureau of Labor Statistics) 


frequency rates 


3.0 














1954 FREQUENCY RATE 


(National Safety Council) 





FIGURE 1—Beech Aircraft Corporation accident frequency skidded from 4.4 in 1952 to 2.7 in 1954. 
Bureau of Labor Statistics averages for the aircraft and aircraft parts industry showed a frequency rate of 
4.7 in 1954; National Safety Council figures showed 2.8—both higher than the Beech record. Beech took 
an award of merit for its 1954 safety performance. 
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A PLANT FEATURE 





Let SAFETY Control 
JOB PLACEMENT 


LL TOO frequently workers are hired for 
lionel which require a degree of exer- 
tion beyond the employees’ capacity. So what 
happens? Place an employee with a weak back 
on a job requiring heavy lifting 
you're slapped with a back 
course? None 

Then there’s the common practice of intro- 


, and right away 


injury claim. Re- 


ducing a foreman to a new worker for the first 
time after the man has been hired and put on 
the job. What happens? Hire a man with a 
domineering personality for a position under a 
foreman with equally domineering traits, and 
you're liable to wind up with dissension, bick- 
ering, and spawning grounds for accidents. 

This is all very well, you say; but what can a 
safety director do about it‘ 

There is a way out. It isn’t complicated. It 
costs practically nothin up and keep 
going. It can help big and little firms alike, just 


is it has helped save of dollars in com- 
pensation Insurance premiums for its origina- 
tor, one of the country’s leading aircraft and 


automotive pal manutacturers 


Safety Department 
Needs Final Say-So 


J. J. Elwood, safety director of the main plant, 
Thompson Products Company, Cleveland, Ohio, 
has set up a practically fool-proof system where- 
by the safety department maintains control over 
who’s placed on each job 

Expert opinion 1s the backbone of Elwood’s 
system. He says, “To hire a man for a position, 
you need the advice of experts. I’m no expert, 
but the plant doctors and the foremen are; so 
this system uses recommendations from them 
both. 





“Without the safety man’s approach, hiring and 


placement may cost more: safety and production-wise”’ 
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THE PLANT DOCTOR 


fills out this form after PLACE A RED DOT @ } 


IN EACH BOX DE 
SCRIBING AN ACTIV 
ITY THE EMPLOYEE 
IS NOT CAPABLE OF 


giving a prospective em- 


ployee a physical exam- 
ination. Little dots in top 
boxes show what the new 
man CANNOT do. These 
conform to the 


a 


BAL ANCine . 
ING 
HING 


CRAW 
CROC 
Clim By 


boxes 
boxes on the side of the 
Jono Physical Classifica- 
tion Sheet which is made 
each job code 
the depart- 
Com- 


out for 
number by 


mental foreman. 


parison of the boxes on 
the two forms pinpoints 
any applicant’s unfitness = ae 


for a given job. THOMPSON PRODUCTS, INC 


WHITE COPY — EMPLOYMENT OFFICE 





“The safety department must have final juris 
diction in placement to insure that an employee 
we hire is able to meet the physical require- 
ments of the job. Otherwise, we would 
for all kinds of disabilities that we a 
not cause 

“The problems stemming from improper hit 
ing and placement are the root of most trouble 
both safety-wise and from a production stand- 
point. Our system has two goals: to obtain the 
highest possible efficiency from the employees 
and to prevent aggravation of existing disabili- 
ties allowable under the Workman’s Compensa- 
tion Act.” 


System Begins 
With Plant Foremen 

Elwood’s system starts with the departmental 
foreman 


signed a code number 
partment personally examines the working con- 


Every job in every department is as- 
The foreman of each de- 


ditions and physical requirements of each job in 
his department. On a Job Physical Classific: 
tion sheet the foreman checks off those 
which apply to every job 


Continued o7 


A JOB INTERVIEWER can quickly 
find job openings for physically 
handicapred applicants by 
matching their Physical 
Capabilities Analysis 

against a Marter 

List of jobs and phy- 

sical requirements. 
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Eneeliag__._.__ 
Lifting—10-25 ls 
Lifting—25-50 Ib.___ 





Liting—S0-100 Ib 
1. Lifting—100-10 ib. 
Pushing ae 


Pulliag. — 
Reac! 


hing iene 
Raising righ! arm above 
shoulder —— 
Raising left arm above 
shoulder 








46. Mechanical Hasards__ aeensins ees 
Place a check mark balers the items applying to 
Use space after lems to indicate degree of intensity when excessive 
What is your preference for this job? 
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How Well Is Your Safety 


How can you tell how well your safety program is doing when 
accident frequency rates for your industry may vary as much as 
440°% when they are calculated by two different authorities? 





FIGURE 1—How United States Bureau of Labor Statistics Frequency 


Rates Differ From National Safety Council Rates 





U.S. Frequency | N.S.C. Frequency Difference Difference 
Industrial Classification Rate Rate in Points in Per Cent 


Meat packing 
Miscellaneous manufact 
Printing and 

Pulp and paper 
Railroad equipment 
Rubber 

Sheet meta 
Shipbuilding 

Steel 

Textiles 

Wood products 
Average 
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FIGURE 2—How U. S. Bureau of Labor 
Statistics Accident Frequency Rates Differ 


From National Safety Council Rates. 
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AYBE you’re not doing so well as yo 
pi you are Accident frequenc rat 


safety men a yardstick for measu1 
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cess of their own plant program 

paring the results of those program 

eral standing of their particulat 
Unfortunately, statistics aren't 

they seem, as Figures 1 and 2 

point out—and as Robert E 

in his article in this issue 

trial accidents through statisti 
Both the United States Burea 

Statistics and the National Safety 


the same methods in determinin 
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Council classify industrial plant 


“igures 1 and 2, therefore, assemble only 


that may properly be compared 
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COMPLETE BARS of Figure 2 represent accident frequency 
rates established by the Bureau of Labor Statistics for the 
22 industries listed in Figure 1. Black areas represent 
similar rates supplied by the National Safety Council. What 





measure for your own safety program is valid? 











See page 29 for ideas on controlling accidents with your own statistics 
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4 new “Dimension” 
in Eye Protection 


American Optical 
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A STATISTICAL APPROACH 
to Control of Accidents 


By Robert E. Lee 
Training and Safety Director 


J. D. Adams Manufacturing Company 


; ip BASIC responsibility in safety work 1 A ; e 1 will reveal that the in 
to prevent accidents. We ot . find di ury W may not result Irom th 
ficulty, however, in understanding what accident, and 1 verity of the injury, are 
an accident is and the difficulty in many matters of luck. The conscientious safety 
cases has a direct bearing on the success ot man in su ise takes steps to samenaeies 
the safety program. the oil, not ich to prevent an injury 
Some safety men, * €xampi ay tna .ithough this is also his desire) as to pre- 
the situation in Figure l isana 
man is injured to the degree that 
in lost time. Others say it is an accident if i wea » do a real accident prevention 
the man is only slightly injured and no lost job, we must find a method for determining 
time occurs. And still others say that it is the cause of our accidents, not of our 
an accident regardless of the outcome injuries alone. Since few of us can know 
All injuries arise out of accidents, but all the causes of non-injurious accidents, we 
accidents don’t result in injury. This leads must fall back on the next best set of data 
to a definition: an accident is an event the cause of all reported injuries. 
which may or may not result in injury. ne I peeeee 
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ACCIDENT: INJURY 


LOST TIME TRIANGLE 

















H. W. Heinrich of the engineering and loss 
control division of Travelers Insurance Com- 
pany comments in his text on Industrial Acci- 
dent Prevention that it may be estimated, from 
data already available, that in any group of 330 
accidents involving the same circumstances and 
the same person 300 will cause no injury, 29 will 
result in some minor injury, and only one will 
end in a major or lost-time injury 

Figure 2 shows these data in an “Accident- 
Injury-Lost Time Triangle.” It also shows, for 
comparison, the corresponding data for the J. 
D. Adams Manufacturing Company during 1953. 

Observe that the Adams ratio of lost-time in- 
juries (49) to minor injuries (1,004) exceeds 


Heinrich’s ratio of one lost-time injury to 29 
minor injuries. The 
1:20.49 


Adams ratio comes to 


FIGURE 1. Is this an acci- 
dent, a first-aid case, or a 
lost-time injury? The answer 
may make a big difference 


to your safety program. 


FIGURE 3. This three-year accident frequency chart estab- 
lished what lost-time injuries occurred, but doesn’t show 
whether or not the safety program is really accomplishing 
its purpose: accident prevention 





FIGURE 2. How do the accident figures of a real company 
compare to statistical averages? Experts say that if 330 
accidents of the same kind happen to the same person, 300 
will cause no injury, 29 will cause minor injury, only one 
will cause lost-time injury. 


This might indicate a poor lost-time frequen- 
cy rate for Adams; or—to refer to an earlier 
idea—it might indicate a poor “luck” ratio. Ac- 
cident occurrences (10,386) at Adams must be 
an estimate, since no way as yet has been found 
to record no-injury accidents or near accidents 

Whether accident prevention is successful or 
unsuccessful is decided largely on the well- 
known standardized frequency rate. (See “How 
Well Is Your Safety Program Doing?” in this 
issue.) 

This rate considers only the number of lost- 
time injuries. It does not consider all injuries 
The frequency rate alone, therefore, is not an 
adequate barometer of accidents and should 
not be used exclusively as a guide to accident 
prevention. As a matter of fact, it is your luck 
ratio and nothing else 

Whether the injured is disabled and loses time 
is a matter of severity (degree) or seriousness 
(luck). Whether it is counted as a lost-time in- 
jury and therefore becomes a part of the fre- 


+ 


quency rate is a matter of definition 


Accidents Are Not 
Necessarily Reportable 


A lost-time injury usually is defined as any 
injury which makes it impossible for a worker 
to return to his job during some day following 
that on which he was hurt. 

Let us suppose that the man in Figure 1, after 
he hit the floor, got up and walked away (a no- 


injury accident). Let us further suppose that 
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eight others slipped and fell, got up and walked 
away, all without injury 

Now let’s suppose that a tenth man slipped 
on the same oil and fractured his skull, becom- 
ing completely paralyzed and unable to work 
again. The record would show the cause to be 
oil on the floor. 

The triangle in Figure 2 would list one lost- 
time injury, no minor injuries, and one acci- 
dent. In most plants the lost-time injury would 
be the only occurrence demanding corrective 
action by the safety engineer. The other nine 
slips (no-injury accidents) would be unreport- 
ed and probably unknown 


How Good Was 
The Safety Record? 


If we were to evaluate our safety record on 
this basis alone, it would be an excellent one 
But was it excellent? The record shows only 
one lost-time injury, but we could just as easily 
have had 10 lost-time injuries. If our job is to 
prevent accidents, we should have tried to keep 
all 10 men from slipping by removing the oil 

Now let’s change the story a bit. Suppose each 
of the 10 men received a slight injury. Our 
triangle (Figure 2) would show no lost-time in- 
juries, 10 minor injuries, 10 accidents. Our fre- 
quency rate would be 0.0. 

Would we have a good accident prevention 
record by having no lost-time injury? We would 
not! Wasn't it just lucky that none of these 10 
injuries was serious enough to cause lost time? 
It was. Any minor injury is potentially a lost- 
time injury 

Refer again to Figure 2. Minor injuries are 


shown to be 30 times more accurate a picture of 


our accident experience than lost-time injuries. 
) 


Figure 3 shows that the average lost-time fre- 
quency rate for 1948 for Company A was 9.0 


Each month’s rate for 1949 and 1950 is plotted, 


also. 
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FIGURE 4. Data from Figure 3 illustrate how a statistical 
formula can establish upper and lower control limits for 
a safety program. 


Without any other information available, 
would you say that Company A had improved 
its accident prevention work between 1948 and 
1951? between 1949 and 1950? The average for 
1948 is 9.0; for 1949 it is about 5.0; for 1950 it is 
about 4.0 


Best Way to 
Evaluate a Record 


frequency rate provides one way for 
-valuating a safety record, but it certainly is 
not the best way. Figure 3 shows an improve- 
ment in lost-time injuries (frequency rate) ; but 
it does not show the improvement, if any, in 
total injuries. The best indication as to whether 
Company A improved its record between Janu- 
ary 1948 and January 1951 must be found in the 
total number of all injuries. 

To illustrate further the frequency rate for 
Company A as merely a measure of its luck, let’s 
suppose that over the period 1948 through 1950 
the frequency rate dropped from a 10.5 yearly 
average to a 10.2 yearly average. Not much im- 
provement in the safety program, the manage- 
ment of Company A would say! 


Continued on page 38 


FIGURE 5. In June the safety program got out of control— 
passed the upper control limits (U.C.L.) of 106.6 injuries 
per 100,000 man-hours. Control limits are established by 
adding the standard deviation to, or subtracting it from 
the standard average (frequency rate) over a three-year 
period. 





CHARTS are based on 
figures supplied by 
the Division of Sta- 
tistics & Research, Cal- 
ifornia Department of 
Industrial Relations. 





Safety men talk often of Accident Costs and of 


ASK THEM: "WHAT 





FIGURE 1—Dependents of workers killed 
on the job in California (1954) 

















DEPENDENTS OF WORKERS KILLED IN ON-THE-JOB 
FIGURE 2 ACCIDENTS IN CALIFORNIA DURING 1954 


Workers Killed No. of Dependents 
Dependency Class 


Number | Per Ce Minors Adults 


No dependents 84 


v & minor dependents 


minor, & other adult 
pendents 


nor dependents only 


nor & adult dependents 


other than widow 
jow & other adult dependents 


\dult dependents only 
{other than widow) 
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Employee Relations —and here's 
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s sometimes easie 
agement 
on the standard of five times t 
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Families of injured workers aren’t interested 
lrequency They’re 1 terested 
except their own. They’re int 
fathers and mothers, sons, and daughters, 
who've been killed or maimed id 
long periods of time by plant accidents 
tics don’t mean anything to then 
terested in the tragedies behind the figures 
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FIGURE 3-—These widows and children were 
died in California on-the-job accidents last year 
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Of 533 widows... 228 
100 had one 
115 had two 
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12 had five 
5 had six 





had no children 


23 had four children 
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STAINLESS STEEL 
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2%. GALLON SIZE AND 
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UNDERWRITERS’ LABORATORIES, 
AND FACTORY MUTUAL APPROVED! 


Y,. get surer fire protection from Buffalo better-built 
extinguishers because there’s more protection built-in! 
Highest engineering standards, exacting manufacture 
and precision inspection produce the finest extin- 
guishers possible. Dealing with your Buffalo industrial 
distributor has many advantages. He carries a com- 
plete line of Buffalo better-built portable extinguish- 
ers, parts and recharges. Simply call him, one trans- 
action will answer your fire protection needs in a 
hurry. Call him now! He is listed in the yellow pages 
of your telephone directory! 


WRITE TODAY FOR THIS COMPLETE 
POCKET GUIDE TO FIRE PROTECTION! 


BUFFALO Fire APPLIANCE 


SINCE 1895... DAYTON | Ow 
BUFFALO FIRE APPLIANCE 
© © @ eee A ft 1.0 m 
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Pete Blow died in accidents 
that could have been prevent- 
ed if they’d been more care- 
ful, or if somebody else had 
been more careful. Joe left a 
widow and five kids; Pete’s 
wife has had to go to work as 
clerk in a ten-cent store while 
her two children are in a 
nursery school. Both families 
are getting by only because of 
help from relatives or char- 

That kind of impact strikes 
right home! 

Actually, it’s the kind of 
reasoning the insurance com- 
panies have used for a long, 


long time. Their agents and 





If it works 


for the insurance 


companies, it 


should work for you! 





their advertising approach 
people strictly on the human 
angle: how will the family get 
along if something happens to 
me? 

There’s no reason why the 
same approach can’t be used 
successfully by safety men 
Articles in plant magazines, 
posters on bulletin boards, pay 
envelope enclosures, safety 
sign slogans, short talks at 
safety meetings, all can be 
slanted without much trouble 
toward that one great ques- 
tion: how will the family get 
along if something happens to 
me? 

The figures here will help 
produce that slant. Your own 
plant figures will help more. 
How many dependents do 
your workers have? How will 
they get along if major acci- 
dents destroy their breadwin- 
ners’ earning ability? 

Foley Constructors of Min- 
nesota, at the huge taconite 
development it’s working on, 
has been using something of 
this suggested approach. 
“Wages are better than com- 
pensation. How far will $40 
go?” the company demands of 
its employees. e e 
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Mat: 


DON'TS 


of 


Use dynamite or black 
powder? Then you'll 


want to save this! 


Handling 


Explosives 


NY SAFETY DIRECTOR who works for a company that makes or 
deals with explosives knows there’s a right way to handle 


them. Unfortunately, however, this knowledge 
accumulated through years of 


usually must be 


experience. Not much of a non 


technical nature has been written to guide explosives users 


For that reason, it’s possible that, through lack of experience 


and lack of handling suggestions, safety 
learn the difference between r 


way. 


directors may have to 


ight and wrong methods the hard 


Experience we can’t give you, but listed below are 58 “don’ts” 
adopted by the Institute of Makers of Explosives which provide 


a pretty complete picture of 
what not to do with the stuff 

In this list of “don'ts” the 
term “explosives” indicates 
any or all of the following: 
dynamite; black blasting pow- 
der; pellet powder; 
caps; electric blasting caps 
The term “electric blasting 
caps” means any of these: in- 
stantaneous electric blasting 
caps; delay electric blasting 


blasting 


delay electric igniters 


blasting caps attached 


‘aps; 


WItl 


Don’t purchase, 
store, transport, handle, or use 
explosives except in strict ac- 
cordance with organizational 
local, state, and federal regu- 


pe SSess 


lations 


Don’t use permissible ex- 
plosives except in the manner 
specified by the United States 
3ureau of Mines. 

Don'T store explosives any- 
where except in a magazine 
which is clean, dry, well ven- 
tilated, properly located, sub- 
stantially constructed, and 
securely locked. 

Don’t permit explosives to 
be handled or used except by 
9 under the direction of a 
person who is competent and 
experienced in their hand- 
ling and use. Under no cir- 
cumstances should persons 
under 18 years of age be per- 
mitted to handle or ex- 
plosives. 


use 


Don’t allow any persons not 
ssential to the blasting oper- 


Continued on page 46 





**58 rules based on 
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experience provide a 


picture of what not to 


do with explosives” 














An Industrial 


Clinic At No Cost 


7 Pp 1n Canada, government and industry have 
U teamed together to prove that a good health 
program can pay off well for small plants 

Dr. G. E. Duff Wilson, medical health office: 
ior Kitchener, Ontario, started the medicine 
ball rolling in 1954 by suggesting that a health 
service be set up on a trial basis in a dozen or 
so small plants at Kitchener. The service, he 
said, could be administered by his own depart- 
ment. 

Wilson was sold enough on the idea that he 
applied for a federal grant to get the service 
under way. At about the time the grant was 

How 7 Small Plants made, the Ontario government, which had been 
playing around with a somewhat similar notion, 
_ decided to use Kitchener as a demonstration 
Planned Together area. 
The town was a “natural” for the purpose. 
The local health department—meaning Wilson 
already was enthusiastic. There were 52 fac- 
tories in the city. Industry was widely diversi- 
fied 


Continued on page 54 
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APPROACH 


t nued from page 31 





Now let’s suppose that for 
the same period of time (1948- 
1950) the number of total in- 
uries dropped from a 300-per- 
month average to 75-per- 
Management 
woud certainly feel proud of 


month average 


ts safety record then! 

On the basis of the figures, 
Company A had a good “luck 
atio” in 1948 and a poor one 

1950. Qut of 300 injuries 
month the frequency rate 

).5, whereas it dropped 

with only 75 injuries 

cause for all injuries 

be considered as produc- 

tion defects. Let’s construct a 
thod by which we can con- 


4 
} 


iese defects month by 
month and compare’ one 
period with a previous one 
Statistical control of injury 
lata provides the safety man 
a tool to measure each 
week, month, or year’s figures 
h the earlier corresponding 
periods. By statistical formula 
the safety experience over a 
liven period is used to estab- 
h guides whereby each new 
set of circumstances can be 
con pared to a previously ac- 


a . , 
‘eptable standard 


Compare Bushings 
To Safety 


For example, suppose a pro- 
luction machine was turning 
yut bushings. Each bushing to 
meet quality standards, had to 
be 3” in diameter, plus or 
minus .012”. After the first 
100 bushings had been tested 
ind inspected it was found 
that the machine was produc- 
ing bushings with fluctuations 
only plus or minus .008” 

Some of the poorest diame- 

‘rs were 2.992”, while the 

st were 3.008”. Since 3.012” 
rr 2.968” was an acceptable 
tandard, the machine was 
‘onsidered to be working pro- 
perly. As long as each bush- 
ing stayed within the limits, 
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THE safe worker really looks and acts it. He STONEHOUSE SIGNS 


comes to the job with a feeling of security Work d f diti h 
oisdinall Unt inanlianl ol ile cca lids orkers respond to safe conaitions when 


guided by proper warnings and instruc- 
tions. Keep telling the m—with Stonehouse 
Signs that inform them of hazards and 
dangers. This is true accident prevention. 


The promotion of safety by Industry is a 
great accomplishment. It pays not only in 
safeguarding life and limb, but in higher 
morale, improved skills, better production. 


Write for our complete Catalog— 
64 pages, in full color. It's free 


Vee SIGNS, inc. MANUFACTURERS © Stonehouse Bldg., 9th at Larimer 


"Signs Since 1863” Denver 4, Colorado 
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production was_ held 
within control 

Total injuries 
bushings in out 
want, nowever, t 


ard has been established 


best to use a three-year mov- 
ing average. This is done by 
lropping the earliest year and 
idding the current year. By 





“By statistics we can control our 
safety program and 


make it succeed” 





ry } + { 
1i¢ unl Ul 


standard 
100.000 


*hosen 

This mesé 

know the 

(including 

ind_silost-ti 

man-hours 

Siven perioa 

to establish 

Statistical 

same perloa 

Whether 100.000 

ther number of man-} 

used as a base must depend o1 
ree tne 

magnitude of the data, and the 

approximate accident 

sure. If the reporting 


is each month and 


eXDO- 


hours worked approx 
100,000. then 100.000 man- 
hours should be used. If 1,000.- 
100 man-hours are worked, if 
the size of your work force 
is large, and if both lend them- 
selves to good charting, then 
use 1,000,000 man-hours 
base 

From this standard or sta- 
tistical average we can, by ap- 
plying the available data from 
the same period, determine 
the limits which are accepta- 
ble. By statistical control we 
can analyze each 
injury data and 
know whether 


safety record 


Control Limits 


Are Easily Set 


Now let’s ex: 
Column 
1951 and 1952 and 
for 1953. In setth 
method of control, 
three out of the last five 
secutive years should be used 
to determine tight standards 


Once the three-year stand- 


shi WS 


loing so, you establish 
vear a new three-year a\ 
which, if your safety rec 
improving, will require 
illowable limits go lowe) 
lower. 

Column 2 of Figure 
total man-hours 
(TMW). Column 
monthly injuries, ma 
and minor. Column 4 show 
the number of injuries per 
100,000 man-hours worked 
(for example, the January 
figure is reached by dividing 


4 


90 } 


152,280 into 86 and multiply- 
ing by 100,000). Column 5 is 
the square of figures in Col- 
umn 4. 

The sum of Column 
2,678.3, while the sum _ of 
Column 5 is 208,635.55. The 
statistical formula (Figure 4, 
bottom) must now be used to 
letermine the “standard de- 
viation.” That is an amount 
which, added to the standard 
iverage for the three years 
will give us our upper contro] 
limit, and when subtracted 
from the standard average 
will provide our lower con 


trol limit. 


Two deviations have proved 
best for statistical control ir 
safety work. Only one devia- 
tion will usually tighten the 
‘controls too much for averagt 
onaltions. 

The standard average 
tained like any other aritl 
metical average—2,678.3  (t 
ise Figure 4 data) divided b' 
6 months equals 74.4. If we 
idd two deviations (2 x 16.1 
32.2) to 74.4, we have the up- 
per control limit for our safe- 

program (106.6); if we sul 
tract 32.2 from 74.4, we have 
uur lower control limit (42.2) 

Going beyond the upper 
imit in our plant injury re- 


means our safety pro- 





gram is out of control—some- 
thing is seriously wrong 
Really, no lower limit should 
be established, because we art 
1g to have no injuries. If, 
however, we do set a lowe! 
limit and our record falls be- 
low 42.2, we can look tor the 
ause of the success and try 
f the same thing, just 
nust look for the cause 
above the uppel 


> can do some- 


5 illustrates the 
statistical control chart 
ndustrial accident pre- 
! The upper dotted 
represents the upper con- 
mit (106.6) and the low- 
Ine represents tne lowe! 
(42.2) The 


e (74.4) is indicated. A 


standard 


ts the month-to- 
injuries per 100,000 
man-hours worked. For ex- 
ample, April 1954 injuries 
man-hours worked 
were 88,677. Eighty-eight div- 
88,677 times 100,000 
quals 99.2 


were 983: 


ided by 
These points il] 


ire plotted on the chart 
Chart Useful 


To Management 


Management will be able 
use this chart to great advan- 
tage. It can see at a glance the 
ong-time (three-year) and 
the month-to-month trend it 
accident prevention 

Figure 5 shows the June 
112.2 injuries pet 
100,000 man-hours and _ that 
the total did put the program 
out of control. Analysis of 
the cause at the plant showed 


total was 


1 large increase in untrained 
personnel in two departments 
where exposure to cuts and 
bruises was great. Half the 
Injury Increase was 1n cuts 
ind bruises. Preventive action 
in the form of supervisory 
training, better training of 
new employees, and better in- 
spection for hazards was start- 
ed in July 

A word of caution: the con- 
trol chart doesn’t prevent any- 

ing; it only tells that some- 
thing is wrong and needs at- 
tention. You must search, an- 
ilyze, study, and be alert to 
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See how fire-resistant PYDRAUL F-9 


ab\olg-16li(omnileliomet-ta lm e)g-\\i-la) an ilg-Ml a mn.el0lame)i-lala 


SEE INTERESTING NEW FILM... 


Available for free showing to your executive staff, plant foreman, safety and fire personnel 


“Before Hydraulic Fires Start’ will help you PYDRAUL F-9... 
impress your own plant personnel with the first and only 
hydraulic fluid listed by 


Underwriters’ Lab. 


importance of safety. Interesting safety and 

lubricity tests prove every claim we make for 

Pydraul—before your eyes! Filmed in actual 

manufacturing plants to show you where and _Inrespectto fire hazard Pydrau 
F-9 ated by Under 

how many hydraulic fires start how Pydraul eee : 

z 4 6 Laboratories, In 2 to 3 in 
can protect your plant, maintain your pro- class much less flammable than 
duction, and foster high employee morale,  Poroffin (petroleum 

‘ , . ng to a sched 
effectively and inexpensively 
Free showing of this 16 mm., black and white Ether rates 100 Kerosene (100 F flash) 
Gasoline rates 90-100 rates 30-40 


Alcohol (ethyl!) rates 60-70 Paraffin oil rates 10-20 


film takes only 12 minutes. Write, wire or phone 
Organic Chemicals Division, MONSANTO 
CHEMICAL COMPANY, Box 478-W-8, St 


Louis 1, Missouri. etl ae y 
MONSANTO 


CHEMICALS ~ PLASTICS 








Where Creative Chemistry Works Wonders For You 





NOVEMBER, 1955 








everything that may be caus- 
ing the increase in injuries 
A frequency rate chart can 
only furnish a long-time trend 
in your safety experience; it 


CONTAGIOUS ... 


Continued from pag 





] 


never indicates the volume of 
minor injuries. Often, in 
small company _ especial! 
one lost-time injury can d A new worker, in his first 


Basically, the councilor’s 


ob is one of education 


tort the safety contact with the employment 
out of pri portion | ! office, is given talks on gen 
jury’s significance; statistica safety. Beech official 
control eli have found it effective to wait 
ual. until he becomes more accus- 
Statistical control tomed to his job before mov- 
to industrial injuries ‘ i} ing in with an all-out individ 
plant of any size provides the al safety campaign 
best and the most accurate 1 After the worker has been 
cord for management’s eva at his job for a week or so 
ation of safety that can | the departmental safety coun 
had. It is all that manageme! cilor approaches him and in 
really needs to see in order t troduces himself. The coun- 
know what action, if an’ ‘ilor is a man on the same 
required ee eneral level as the new en 
The author as used ployee, not a foreman 
The councilor give 
a pamphlet to rez 
and tells him he 


comments on It In a lew 


Indi 
numbdel 
makes heavy arth-movi He shows the worke1 


precautions to be 


lowed on the job, and outlines 
the general safety rules of the 
plant. He encourages the new 
man to ask questions, not nec- 
essarily about safety, but 
about operation of both the 
plant and his own machine 


A new worker usually pre- 
fers to question the safety 
councilor rather than his fore- 
man, for fear of showing ig- 
norance to someone in auth- 


ry 1ew days, the coun- 
goes back to answer any 
er questions and to ask 
of his own: “What did 
hink of the last safety 
| gave you?” 

man invariably 
the pamphlet, and is one 
step closer to being a perman- 


+ 
satetv booster 


Beech recently printed four- 
lor cartoon booklets on safe- 
and councilors passed them 
in the pay line. An unof- 
urvey that evening re- 

led that not a single book- 


1ad been dropped in the 





NW, 


_% 


play it safe 


with 


These FORGED beryllium copper tools stay sharp longer... 
yet provide maximum protection against spark hazards 


@ Now, with this new line of Ingersoll-Rand beryl- 
lium copper tools, you can play it safe and still 
get far greater tool life than ever before obtainable 
with this type of equipment. That's because I-R 
tools are FORGED — not merely cast — of a spe- SHANK SIZE, HEX 
cial, high-strength beryllium copper alloy. A trial 





order will quickly demonstrate their superiorit igi 
ered ‘ . 7/8” x 3%” 


over any spark resistant paving breaker tools you 





have ever used. It will pay you to see your nearest 1” 


I-R representative about this as soon as possible. 








FR| SPARK RESISTANT 











PAVING BREAKER TOOLS 








NARROW 3 a” 2 12" 3” 
CHISEL DIGGING ASPHALT 
CHISEL CUTTER 

















11/8” 


Ingersoll-Rand 1 


11 BROADWAY, NEW YORK 4, N.Y 5-229 














Circle No. 25 on reader ser 





x 
x 
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parking lots or around the 
plant—a rough, but reliable, 
index of readership. 

Goggle - cleaning Station 
throughout the plant ar 
cared for by councilors. In 
addition, each councilor has 
the task of acting as “satety 
expert” in his department 

one can see a slick pot 

he floor,” says Safe 

ineer Preston, “but 

a machinist to see some 
of the danget spots in machin 
ing, a punch press operator t 
see dangers in punch press op 
eration, and a welder to see 
dangers in welding.” 

When a new machine o1 
new process is under consid 


eration, the safetv engineet 





A WELDING MASK and its uses are 
explained to two new workers by R. 
E. Mullin, safety councilor, while 
Foreman Jack Radford (left) looks on. 
Beechcraft has found it most effec- 
tive to have councilors, rather than 
foremen, handle safety training. 





called in. He, in turn, calls on 
the councilor who is an expert 
on that job. Together, they 
decide whether the new ar- 
rangement will be safe and 
whether it can be made safer 

The part played by Beech 
management in the safety 
program is emphasized by 
Earl Hutton, insurance agent 
who has handled the com- 
pany’s insurance program for 
20 years. 

“Management always has 
done just about everything we 
have requested to make the 
safety program better,” he de- 
clares. 

As a result of the coopera- 
tion of management, supervi- 
sion, the safety council, and 
the general run of employees, 
Beech for many years has 
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TOLUENE CAUSES 
ANOTHER FIRE 


‘ 








with 
non-sparking 


aluminum ladders 


ALCO-LITI 


T 


type 100 








write [BES 
today ator Lad 
for 
Further 
Details 











DOH 


industry’s most complete line of chlorinated solvents 
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CHLOROTHENE 


is the maximum safety choice 


wherever cold solvents are used 


By now, your production people have probably asked 
| peo} 


vou about CHLOROTHENET. Almost anyone responsible 
tor cleaning metals or electrical equipment wants to 

on this remarkably efheient cold degreasing 
solvent 


Let's start with your questions. CHLOROTHENE is prop- mediatel 


erly Dow 1.1.1-Trichloroethane, Inhibited ind chloru 


its exclusive with Dow. Its a lower miculy soivent, PERCHLORO 


with an M. A. C. rating (500 ppm.) 2!2 times greater For det 

than that of trichloroethylene and 20 times greater these 

than carbon tetrachloride s. CHLOROTHENE lessens fire coupon 
ard: has no flash or fire point by Cleve land Open la 

Cup Methods... it is certificated* 

stores article by the Lb. S. Coast Guat 

experience indicates that CHLOROTH 

practical hazard in normal use from. the 


of skin absorption or other topieal cont 


efficiently versatile. too! 


for bucket 


send for Send me further information on 
information Name 


today ne 





THE DOW CHEMICAL COMPANY, Dept. S-674F, Midland, Michigan 


superior safety factors. \W 
very high solvent powe 


orrosive eflects when used 
| illovs 
can supply CHLOROTHENE im 
your nee Is for other st ibili ed 


IOW TRICHLOROETHYLENE, DOW 


ind DOW METHYLENE CHLORIDI 


information on any or all 


' 


lective solvents, just mail the 


DOW CHEMICAL COMPANY, Mid 


My particular interest is cleaning 


you can depend on DOH SOLIL ENTS 
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shooting in the vicinity of an 





where livestock can 
xplosives magazine 
Don T store any metallic 


rt 


EXPLOSIVES . . hem 
DON 1 
brush, tools or implements in an ex- 
WOSIVeS Magazine 


Don Tt open kegs or cases of 





xplosives in a magazine 


ations 1n or near the a ! } 1gn se metallic tools to 
area Olt a las ry { | 1 keg wooden cases of 
DON’ lea\ xD VE \ l pA I i an Xplosl\ Xplosl Use a wooden 
ing aroun wn re ct 1 ! naga ave em \ pe 1d wooden, rubber, 
can vet them by \ sin r fiber mallet. Metallic slit- 
Don’T le plosi rs may be used for openin 
or the empty paper sl ! Don tT shoot into <plosl 

ith any firearm, or allow at the metallic slitter does 


iberboard cases, provided 


bags therefrom 





e 
How Many Kinds | nohewssstbe 
Sa F “t I 1 opened without 
Cove! 
allow 
or tlber ms 
In pacKIng 


ter. 
e 


burned in any ( 


lirepiace, ( otner contined 


or to be used for any 


pace, 
purpose Such materials 
should be destroyed by burn- 
g isolated location out- 
f-doors and no person should 
than 100 feet after 
urning has started 

Don T abandon any explo- 


Ives Dispose ot or destroy 


Just as your plant and office workers operate many different types of 
machines and equipment, so they accumulate many different types of 
You can safely satisfy all their needs with Kutol 


Prescriptioneered’’ Industrial Powdered Hand them In strict accordance with 


dirt on their hands. 





ACCEPTED Cleaners! 1e methods recommended by 
Committee on Cosmetics - ses fs AERC ETE. 
AMERICAN MEDICAL Every Kutol Powdered Hand Cleaner is “r use explosives tha 

a. skillfully formulated to meet a specific indus- riorated or damaged 
ASSOCIATION* ae a . 

trial application, so we can PRESCRIBE a spe- 

cific Kutol Hand Cleaner for even the SPECIAL 

type of hand dirt. The Kutol Powdered Cleaner 

prescribe will clean workers’ hands as 


+ + + 


a temp ( 
fuse, blasting 
lasting Ci 

ylosives that 

e! soaked, evel 


quickly, safely and healthfully as possible, yet Nee 
BACKED BY at lowest cost! yiohesenn 
44 YEARS EXPERIENCE Write telling us your particular hand clean- 
er . ing problems. We will prescribe the KUTOL 
: Cleaner and send you samples without obli- 
gn Aarrgal gation, that will do the job best on a satis- ; a magazine ys 
near excessive quantities o 


we 








primers ol 


faction guaranteed basis. 
xX } lves. 
Don’t make up primers in 
KUTOL PRODUCTS, INC. excess of immediate needs of 
2817-B Highland Avenue the work, nor store primed 
CINCINNATI 12, OHIO feS 


Don’t foree cartridges of 
explosives into a_ bore 


le or past any obstruction in 


> PTIONEEKED” } 
Kl | (0 7PRESEE = itis 1 bore hole. 
Don’t place explosives 


POWDERED INDUSTRIAL HAND CLEANERS where they may be exposed to 


sparks from steam shovels, 











nformation 





€ r more 
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THE LEADER TODAY! 


eee ny Pv on 
USSSCU's NEW SA! ECTA 
was o daring innovation when ii was iniroduced at the 1954 National Safety Congress. 


foday, there is no longer any question thai industry was ready for--and welcomed— 


a wholly new appreach to industrial eye protection. 


Here is the record: During the past year this new SAF-1-SPECTACLE has established 
new standards for worker acceptance, and lower accident 

frequency rates, in a steadily growing numbe; of 

“blue chip” industrial plants. The enthusiasm of this 


accepiance has far exceeded our most favorable estimates! 


A NEW 
SIDE SHIELD DESIGN 


available in clear or greer plastic 


more attractive ae 
@ more attractive Meets Federal specifications 
nore comfortable—lighter 


Ais rrp Users state that the new SAF-I-SPECTACLE has been widely accepted 


non-fogging 


@ offers full side protection ES 
permits flat, convenient folding new industrial styling in modern TG-fez shape 


different for men and women 


choice of colored frames 


in strong Butyrate: bronze, burgundy, crystal, slate blue 
r 


new shatterproof OPTILITE* lens ¥ onriuiTe @ — 


. “oe e sofety lens mo- 
a lighter yet stronger lens, completely eliminating the te;ja/ not 


objection of heavy weight . . . with twice the strength pp 


and half the weight of hardened glass. Available in but an exclusive 


, , “i USSSCO formu- 
Rx or Plano, bifocal or single vision. hoot conga 


Choice of 44 and 47 eye sizes, integral or adjustable nose pads, ed resins. 


spatula or riding bow cable temples. Also available with hardened 
glass lens in Plano or Rx 


USSSCO products ore developed, manufactured, and sold direct fo the 

user by the United States Safety Service Co., through a staff of trained, 

Working for You full-time service engineers. Look in your phone book Yellow Pages for 
to Make Safety Work nearest sales office, or write us in Kansas City. 


UNITED STATES SAFETY SERVICE CO. 


BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 





» KANSAS CITY 6, MISSOURI 
©. TORONTO & MONTREAL 


vice card for more information 
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Don’t return to the area of 
any blast until the smoke and 
fumes from the blast have dis- 
sipated. 

Don’t attempt to investigate 
a misfire too soon. Follow all 
applicable rules and regula- 
tions, or, if no rules are in ef- 
fect, wait at least an hour 

Don’t drill, bore, or pick out 
a charge of explosives that has 
misfired. Misfires should be 
handled only by a competent 
and experienced person. 


locomotives r any othe wooden tamping stick with no 
source. *xposed metal parts. Avoid 
Don’t spring a bore hol violent use of the tamping 
near another hole loaded with stick. The primer cartridge 
explosives should never be tamped ot 
Don’t load a bore hole with leformed 
explosives after springing 01 Don'T use combustible ma- 
upon the completion of drill- terial for stemming. 
ing without making certain Don’t fire a blast until all 
that it is cool and that it doe surplus explosives are in a 
not contain any hot metal safe place, all persons and ve- 
burning or smoldering mi hicles are at a safe distance or 
terial under sufficient cover, and 
Don T tamp with metallic until adequate warning has 
bars or tools. Use only a been given. Don’t take surplus quanti- 
ties of permissible explosives, 
black blasting powder, or pel 
ry . W | let powder into a mine at any 
Pol nti ng the ay yne time. These explosives 
leteriorate rapidly in a damp 
to More Effective oo 
Don’r use black blasting 
: powder or pellet powder with 
Safety Promotion permissible explosives or dyn- 
amite, nor dynamite with per- 
missible explosives, in the 
same bore hole in a coal mine 








Don't store blasting caps o1 
electric blasting caps in the 
same box, container, or mag- 
izine with other explosives 

Don’T insert a wire, a nail, 
yr any other implement into 
the open end of a blasting cap 
to remove it from a box 

Don T strike, tamper with, 
rr attempt to remove or in- 

gate the contents of a 
blasting cap or an electric 
blasting cap 

Don’t try to pull the wires 
ut of an electric blasting cap 

Don’t connect blasting caps 
rr electric blasting caps to de- 
tonating pins except by the 
methods recommended by the 
manufacturer 

Don't attempt to fire a cir- 
cult of electric blasting caps 








Regularly changed messages on a Wagner Endur- except by an adequate quan, 
oname!l* Board are the answer to more effective safety ae aK. a rs 

selling. Shown is an Installation for Sealed Power Cor- ity of delivered current. 
poration, Muskegon, Michigan, which includes 30-foot DoN’I 


use in the same cil 
panels on each side of an overpass. 


cuit electric blasting caps 
made by more than one manu- 


The coupon will bring you a new catalog which will illustrate how many facture! 


ndustries are using this new device : 
Don’t handle or use explo- 

* 
REG. sives during the approach or 


WAGNER SIGN SERVICE, INC progress of any electrical 
4 storm. All persons should 
357 S$. Hoyne Avenue Chicago 12, Illinois tire to a place of safety. 
NAME —_— Don’t handle or use electric 
blasting caps or other electric- 
— al firing devices in the vicin- 











FIRM 








ity of radio frequency trans- 
CITY & STATE mitters except at distances 




















eader service card for more information 
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prescribed by organizational, 
local, state and federal regu- 
lations or as recommended by 
the manufacturer 

Don't handle or use electric 
blasting caps or other electric- 
il firing devices during severe 
just storms or near any other 
ource of large charges of stat- 
ic electricity 

Don't allow 


nections to 


electrical con- 


+ 


come In contac 


‘r connections, bare 


pipes, the ground, 


possible sources of 


urrent or paths of leakage 
Don’r have electric wires or 


] 


f kind near elec- 


ables of any 
‘ blasting caps or bore holes 
explosives eX- 


{ 


I, anda for 


purpose firing the 


blast 
Don’T use any means fot 
testing electric blasting caps 


either singly or when con- 


nected in a circuit, except 
instrument specifically  de- 
signed for the purpose 

Don’t use damaged leading 
r connecting 
circults. 


DON’T 


wire in blasting 


tamper with or 


change the circuit of a blast- 





DON'T MIX KIDS 
AND BLASTING CAPS 





ing machine in any way for 
any purpose 

Don’t spare force or energy 
in operating a blasting ma- 
chine 

Don't store fuse 
damp 
place, near oil, gasoline, clean- 
solvents, or 
steam 


fuse Or! 
lighters in a wet o1 


ing solutions or 


near radiators, pipes, 
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“Clipping” 





Oo 
aN ere QE Ot DEPP OW bri ret ws ee 


Penalty for CLIPPING 


Penalty for SLIPPING 


costs a football team a 15-yard gleaming, irable 
¢ ; nt ' ion o n 


“Slipping” can cost 5 or your Or ient oO riction goes up to 


rr be 
penalty ) 
insurance company thousands of do 
dministrators of hospitals, 
ial and office building 


98% and more 


This is what happens when yo 
lippery: The victim is out of a 
weeks or months. Result 


lowdown, compensation paymer 


surfaces yet their 


requirements for slip-re- 


S 


1 


il cost and you're lucky if you're 1uch does it cost? LEGGE Safety 


hit with a negligence suit, too. 
The Safety is Built-into 
LEGGE Floor Polishes 


No need to fret about slip-fall a 
LEGG! i 


hes outwear ordinary 
solishes by as much as 8 fimes 
do they require th 
money on labor and materials. Be 
you decide, why not hear ali tt 


Walter G LEGGE Company, Inc. 
Dept. O-11,101 Par 1} May Yok 17 ee 
Branch offices in | pal f 1 to _H Turner Co. 


—rrrtrrrirerrerrrtTtTT eee 
3G9e Company 

Ave., New York 1 

ast 


“LEGGE: 


ns Send o FREE copy of y 


nformation 


~ 


ond the Gremlin 


LEGGE SYSTEM 


amienance 


waxes and 
Rarely 


e big stripping job. You 
7 


e 


Safety Polishes give your floors acts? Clip coupon today for full details. 


oy 
oO 








stoves, or other so f oint between the fuse and loose with 
heat cap, and avoid kinking the live ‘operty by “fake’ 
Don’t handle fuse cai ly fuse \ | 1Pguishers 
in cold weather f possil r in ta 
it should be warmed slightly DON'1 
before usl! 
the waterpi 
DONT 


were 


the COilal 
allow 
from th 
than two fe 
Don’r cut 
ready to 
ing cap liquid 
two to been recharged 
fuse squat ter and about 
1 
clean 


plants 
‘nNamobpers 
hers in- 


no chambers and 


pose. Make I In tnat tI In Wi known to 
caps are securely fa ed t EXTINGUISHER SERVICING wners, of course, until i 


the fuse Marvin 


3lock of the Chic- bro their attention by 
Don’T use fuse blastil ago American recently report a fire or by Block’s investiga- 
caps in wet work wit} hav ed that some fire extinguishe1 { The plants 


were sitting 
ing a thorot 


servicing companies ‘ale disaste1 
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For just pennies per man Windsocks give snug 
winter warmth. These economical knit caps cost 
less to buy and less to use. Workers slip on 
Windsocks, pull them down over ears, put on 
a hard hat and are off to work. No installation. 
No adjustments. Nothing to occupy valu- 
able production time. The fit is always perfect 
since weave expands to all head sizes. 
Price is so low, you can throw them away when 


dirty and still cut costs. 


9” length Windsocks $2.64 per dozen 
11” length Windsocks $3.00 per dozen 


STANDARD 
232 WEST ON 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 16, CAL. 
597 BROADWAY 855 EAST 152nd ST. 2952 CRENSHAW BLVD. 


SAFETY EQUIPMENT COMPANY 
ARIO 


TARI STREET CHICAGO 10, ILLINOIS 
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Book Shelf 





American Standard Nation- 
al Plumbing Code. American 
Society of Mechanical En 
gineers, 29 W. 39th St., New 
York 18, N. Y American 
Standards Association, 70 E 
45th St., New York 17, N. Y 
186 pages; $3.50. A uniform 
plumbing code which has 
peen approved by 1c two 
publishers as the first nation- 
al plumbing standard, the vol 
ume will interest plant main 
tenance supervisors who have 
plumbers on their 
who frequently call in outside 
plumbers. The code will not 
supersede local and state laws, 
but will act as a guide for 
proper plumbing’ mainten- 
ance, plant sanitation, and 
measures to guard employees’ 


health 


Workmen's Compensation 
in the United States. Bulletin 
1149, U. S Dept of Labor, 
Bureau of Labor Statistics, 
Washington 25, D. C. The sev- 
eral parts of this bulletin are 
an informed appraisal b¥ va- 
rious competent observers of 
the status of the laws and 
their administration. Chap- 
ters cover: A General Ap- 
praisal; Court Proceedings; 
Federal Legislation; Occupa- 
tional Disease; Medical Serv- 
ices; Problems of Administra- 


tion: and Rehabilitation. 30c 


Guide for Labor Inspectors. 
International Labor Office, 
Geneva, Switzerland: order 
from I.L.0O. Washington 
Branch, 1262 New Hampshire 
Ave., Washington 6, D. C. 108 
pages; $1.00. This is a guide 
for safety and personnel men 
as Well as for government in- 
spectors; it outlines standards 
for industrial safety, health, 
and fire-prevention programs, 
and sets up specific methods 


for sting the safety and re- 
; 
HabDIIITY ol Varlous 


industrial machinery 


equipment 
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A TALL measure of sarety 
The Brightest — Safest Electric 


FRERh 
PPPPey) 


¥ 


a UD) 


aw 


FOR ROAD, PLANT AND YARD PROTECTION 
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SAFE AROUND COMBUSTIBLES 


1 witt mr 


for Mm 


NOW SOLD DIRECT TO YOU 


, 


BUFFALO WEAVING & BELTING CO. 
Ohio Division Alliance, Ohio 








COATED Fae 


WORK GLOVES = 
CUT GLOVE CosTS © 


TRIPL-PALM design eliminate the ‘‘failure points 


f ra 


nary work gloves b¢ ng in mu tiplied glove 


fe greatly reduce 


gauntlet style t oated or “‘free- 
Ask your bber or write for 
NO SEAM 
HERE TO 
ae Gey... 
EXTRA-HEAVY ng 
RUBBER CO. COATING FOR ne-pi 
i , ’ EXTRA LONG 
WEAR .. 
and greater 


1 comfort 


in Canada: Safety Supply Co., Toronto 








PRINTING SAFETY 





The Spirit, McCall’s maga- 


zine for its own employees, 


runs trequent 
safety and fire prevention, 


features on 


covering both on-the-job and 
off - the - job TI 
Spirit took first prize 
in a Miami Valle 
Council contest for 


papers that contribut 


subjects ] 


most to worker satfet\ 


13 Unions 
To Deal With 


There are 13 uni 
plant. Consequently 
has made no effort 
a sSalety committee 
plovees; but it does get 
gether as many as 200 
people from time to time 
discuss safety methods 

Now and then, however, a 
special committee is appoint- 
ed by Grothaus to handle a 
specific safety job. Not long 
ago, for example, McCall’s 
went all out for electric 
trucks. A_ special 
planned aisle classification 
and traffic for that change 
and for meeting storage 


Ss 


committee 


needs. As a result, only speci- 
fied aisles may be used for 
specified kinds of storage 


Survey Made 
Of Fire Hazards 


surveyed the entire plant for 
overlooked fire hazards. These 
notes are from  Grothaus’ 
memos to McCall’s executives 
about the committee’s final 
report—and they describe the 
type of hazards that nearl 
plants must watch 

“Several fires were 
due to people throwin 
ettes In front olf sweep 
throwing lighted 
into aisles, causing 
bag to burn 

“There will be no 
in the paint shop at an: 

“No smoking in area 


one-shift basis should be per- 
mitted during the one-half 
hour before quitting time 

“It was considered danger- 
ous to smoke in line when 
ringing out at night. Usually 
groups of girls bunch up clos« 
together, which makes smok- 
ing quite hazardous.” 


Welding Poses 
Special Problems 


Heavy maintenance work 
there’s a lot of it in a big print- 
ing plant had been giving 
MecCall’s a good deal of trou- 
ble, accident-wise and _ fire- 
wise, When Grothaus took 
over his present post in Febru- 
ary 1954. No one person wa 
responsible for seeing 
work was done safely 
Grothaus has assigned th 
plant guards to make safety 
and fire inspections, and ha 
trained them in their jobs 

Welding is often required; 
and with solvents, paper, 
paper dust, and flammable 
printing inks and rollers in 
use almost everywhere, weld- 
ing presents a lot of hazards 
Today, a plant guard, armed 
with a= fire extinguisher, 
stands watch over every weld- 
Ing operation. 

The permit system is em- 
ployed always. Nobody does 
any hazardous maintenance 
work until conditions have 
been made as safe as possible 
and until foremen and super- 
visors whose departments are 
involved have checked up on 
idvance precautions and have 
initialed the permit to do the 
ob 


“Water, Water 
Everywhere . 


The entire plant is sprink 
lered. Water pressure is norm 
ally maintained at 60 pound 
per square inch. As soon as a 
sprinkler head starts operat- 


Ing, a $30.000 booster pump 





automatically sends water 
pressure up to 130 pounds 
The pump is tested for 30 min- 
in actual operation at 
once each week 
One battery of presses, op- 
erating on a non-stop basis, 
turns out more than 10,000,000 
Readers Digest 
every month Pipes run above 


coples ol 


the presses, and the pipes 
gather dust. That dust, like 
printing ink and paper, is 
highly flammable 
Several months ago, one of 
the Digest presses was knock- 
for 12 hours as a result 
fire started probably by 
ic spark that reached the 
When, in 
order to keep up to schedule 
ve to grind out maga- 
he way water pours 
a power tunnel, a 12- 
delay spells Trouble 


aust on the pipes 


thaus hit on a simple 

n. He bought three 50- 
arden hoses. Now, at 

lar intervals, the hoses 
used to wash the dust off 

the pipes. In addition, an ex- 
plosion-proof vacuum cleaner 
is used to clean presses and 


plpes 


Extra Heads 
Below Walkways 

The bane of a printer’s life 
fires that get a good start 
because no sprinkler heads 
have been mounted under 
press platforms and walkways 
is being licked at McCall’s 
by putting the extra heads 
where they belong. Several 
disastrous printing shop fires 
have occurred in recent years, 
in other plants, because of 
failure to observe this precau- 
tion 
McCall's 


neers, who once tended to buy 


electrical  engi- 


salesman they knew 

than on a strict basis 

afety first,’ have beer 
brought to abide by require- 
ments of the American Stand- 





“The plant abides 


by A. S. A. 


Safety Code requirements now” 
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Wyandotte 
makes 


Mliminate the danger of slipping to workers 
and vehicles this winter, with skidproof Wyan 
dotte ZorBati! A thin layer of ZorBALL on 1c) 
walks, platforms, 
ramps, and driveways will prevent accidents and 
work delays. And ZorBaLt won't cake, mud, dirt, 
or track! 


All-purpose ZORBALL is the safest floor absorbent 
vou can buy! It has no effect on fabric, wool, 
metal. rubber, or skin = absorbs water, paint, 


oil, grease — any liquuid and it is fireproof, even 
when saturated with combustible liquids. Use it 


indoors or outdoors ... on any tvpe surtace. 


You'll save, too, with ZorBaALu’s low use-cost, 
resulting from a greater resistance to breakdown 


than any other floor absorbent! 


Try a free sample, now! Mail coupon at right, 
today, or call your Wyandotte representative or 
jobber. Wyandotte Che mie als Corp., Wyandotte, 


Michigan. t/lso Los Ni tos, Calif. 
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loading and shipping docks, 


ZORBALL underfoot 
icy areas safe! 


yandotte 


CHEMICALS 


the U.S. ar ( 


Largest manufacturer of specialized cleaning products for 


business and industry 


MAIL COUPON TODAY FOR FREE SAMPLE 


Wyandotte Chemicals Corporation 
Wyandotte, Michigan 


Send free sample of ZORBALL 


Have representative call 





36 on reader service card for more information 


ard Safety Code already men- 


HAVE ONE HANDY FOR med All new "equpmen 


purchased must measure up to 


THAT EMERGENC / code standards. 
y A notable fact stands out at 


McCall’s: more than one-sixth 
of all compensable injuries re- 
eived by employees are the 
product of organized athletics 
(Remember ‘‘Watch That 
Christmas Party t’s Com- 
pensable!” and ‘“What’s the 
Cost When Workers Play?” in 
our November 1954 and May 


FLEXIBLE 1955 issues”) 
eeves ae Methods Have 


Reeves stretchers are the best in any emergency Worker Well 
I ndustrial plants, hospitals, first aid and rescue squads, ; 
lic 1 fi How well have the Grotk 

police and fire departments throughout the country 
‘ aie “srArran ? 
use these stretchers to handle their injured with care, aus methods worked 
preventing more serious injury. Make sure you have a The printing and publishing 
Reeves stretcher ready industry as a whole, for 1954 
showed these accident fre- 
STRETCHER CANISTER to protect your Reeves ' 
; quency rates: 
stretcher from dirt, dust and dampness Se : 
National Safety Council 7.1 
U. S. Bureau of Labor Statistics 9.3 
A. SMITE & SON, i, tom McCall’s figure was 8.0, about 


Established Eighteen Hundred Sixty Seven midway between the 
1237-39 Ridge Ave. 





two 
Philadelphia 23, Pa. authoritative industry - wide 


“IF IT’S MADE OF CANVAS, WE MAKE IT” apo caida 

‘or the forepart of 1955, 
United States Bureau of La- 
bor Statistics reports set the 
printing - publishing frequen- 
cy rate at 9.7. (National Safe- 
ty Council records haven't 


LITTELL = been made available.) MeCall 
units 


SAFETY FEEDERS.. N Corporation, on the other 
SAVE MONEY oR . b,\ hand, dropped to: 2.0. 


SAVE FINGERS safely feed blanks to (S%%) : You can’t wonder that Dan 
press from the safe Grothaus feels he’s accom- 
inch ' 
SAVE HANDS por cepa — plished something! e e 
SAVE TIME 


. WITH dependable air operated 
safety units by Littell 








Save those fingers 





AIR BLAST 


~ , est CLINIC 
ay VALVES... w LITTELL UNIT 


SHEET LIFTERS... 


. handle sheets of steel 
eeets aalaby 3, glass, plywood, boxes, 
with each stroke of Y cabinets, etc. Safely — 


Continued from page 36 





Government put up $58,000 
Ontario sent a medical direc- 
the press—BY AIR! S&\ Save those Insurance Premiums. tor and a staff of nurses to 
are ane ee Kitchener. In return, seven 
cooperating factory manage- 
ments kicked in $1,000 for 
drugs, equipment, and accom- 

Vice tor HELE Gavel cS modations for the medical 
AIR DIVISION : aaa crew 

4171 RAVENSWOOD AVENUE a 3asic in the plan was this 
SE estoost ens c.vexan == thought: If plant manage- 
ments, after a two-year trial 


Circle No. 35 on reader service card for more information 





OCCUPATIONAL HAZARDS 








period, were convinced of the want to show that proper ing how many plants that 
value of the health program heat, light, ventilation, and have thought little of safety 
to them, they would keep it sanitation can more than com and hygiene in the past are 
going at their own expense. It pensate for the original cost of still skipping over the simple 
was not to be an experiment a site program by obvious approaches to protect 
in socialized medicine. venting absenteeism used ing their people from harm 
Workers enjoy the free ser- by accidents and by low mor and their profits from attack 
vices of the staff of nurses and ale.” by compensation costs 
of the director—the workers H. 1. McKegney, Cluett Pea 
report for examination large- Safety Goes body personnel mana 
ly as they themselves feel nec- With Medicine ments that it’ 
essary, and when referred by supply any 


, 
plant nurses low Walker works to in sure final fig 

When an examination indi- prove safety as well ; altl there’s been a sharp cut 
cates that an employee should monstrated by > ex senteeism since the medica 
be transferred to another job, perience of Cluett sabody & program started 
the medical director talks Oovel ‘on pally ol Canada, sl What’s m Y McKe 
the problem with plant man- “mployees were ti says, company workers app! 
agement craps of material f1 } 

Perhaps the top task the making operations dow! ing for them in the 
director, however, is vaxed floor. Walker askec improved health and 
that plant environment meets at the hazard be eliminated and employee’ morale 
high standards of safety and y having the floor swept f limbed. That’s good 
hygiene. Walker wants it tly every day. The con duction and profits, too 
thoroughly understood 


th J Weston Bakeries, Ltd., a1 
he and his staff aren’t in Kit- man go }ol le safety ther participating plant witl 


chener to teach plant man- increased. The factory look 50 production workers 
agers and workers how to us« better. Workers It | I wouldn’t provide the bette 
aspirin and bandages ibout being there lighting Walker asked for 

“We are interested,” he says, A simple thing? £ bviou Too expensive! Yet the same 
“in preventive medicine. We one? Quite so! B t’s amaz cracker - making outfit finds 





LOW TOXICITY 


VYTHENE PROTECTS YOUR EMPLOYEES. 


Poor Pete sums up the plight of the employee 
whose company is behind the times in the 
choice of a solvent for cleaning such items 
as aircraft parts and electronic equipment, 
electric motors, machinery, office and plant 
quipment. Pete still uses Carbon Tetrachloride 
and sundry other agents. He improvised 
this fantastic uniform to protect his health 
but it keeps getting in his way. Still, it’s better than 
being permanently disabled or worse by Carbon Tet. 


*Trade mark for stabilized 1,1,1-Trichloroethane on which 
TECT, INC. has U. S. Patents pending 





Joe’s company has switched to VYTHENE— 
a Stabilized 1,1,1-Trichloroethane. Up go morale 
and efficiency. Down goes the accident rate. 
VYTHENE's low toxicity is approx. 1/20th that 
of Carbon Tet, approx. 1/Sth that of 
Irichloroethylene. Versatile VYTHENE has 
been stabilized for solvent vapor degreasing, too 


now 


Joe’s firm is getting a premium safety 





solvent without the premium price tag. 


Write today for complete data and name 


Tect, INC. of your nearest jobber or distribution point. 


Of course Joe has good room ventilation, too! DUMONT, NEW: JERSEY 
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that Walker’s 


recomm 


tions have improved 


tion: and it’s convine 


+ 


the medical program 


ned out 


POoINnEg 


ry 


Or! , 


nt 


1@T1 


visiting the health center fre- 
quently for voluntary check- 
ups 
third participating plant 
the Greb Shoe Company 
has found that companies not 
included in the medical pro 


Sram have been making 
great many inquiries about 
Greb lays out one point 
guide for everybody 

“The success or fai 
the work depends very 


We hav 


on the nurse 





D-CARTONS IN SEALED, SANITARY 


NOW! REDESIGNED DAVIS 


WRAP, WITH EASY-T0-OPEN 


RED PULL TAB! 


BAND-AID 


Trade Mark 
Plastic Strips with ‘‘Super-Stick’’ 
now available in Davis D-Cartons and 
kits when desired with these advan- 
tages: (1) a new cushion pad of Red 
Cross cotton covered with surgical 
gauze; (2) all four edges of gauze are 
folded under, free from loose threads, 


and (3) handy new tab lift, shown at 


right. Fingers never touch pad. 


nm < 


STeics 


DAGES 


U Stig ADHESive BAN 


The continuous red line 
across the face of the 
D-Carton shows that 
none of the cartons has 
been opened. 

A break in the red line, 
as at the third carton 
in the illustration, sig- 
nals that they have been 
opened and should be 
checked for replace- 
ment before the con- 
tents have been used up. 


64 Halleck St., Newark 4, N. J. 


for more information 





one. We didn’t keep statistics 
before the plan started, but 
j favorably impressed 
the results we’ve seen.” 
ere’s the rub, of course, 

for a good many plants in both 
United 


States: they never have kept 


Canada and the 


the records of accidents, ab- 
‘ism, costs, and produc- 

on they need to know exact- 
much a medical-safet' 

the one at Kit 

Conse 

kind oft 

judgin: 


Values of 
Clinic Program 


K 


sument 
| “T’ve never had a 
fire ‘hy should I insure my 
house?” It takes only one tire 
or one accident—to make a 


hole in savings or in 


There’s another factor, too 
that makes the Kitchener pro- 
Sram important to industry 
Canada right now, in many 
areas, still suffers from an un- 
employment problem the 
kind of problem that plagued 
the United States in late 
and early 1954, and tha 
hits in isolated areas 
In the face of any unem- 
Walker says, if 


high wages are to be 


ployment, 
main- 
tained and if more jobs are to 
be opened up, production per 
man-hour must be increased 
And it’s the role of industrial 
medicine, using as its tools 
good plant hygiene and safety 
measures, to boost production 
by keeping workers in sound 
physical condition. e e 

Data for thi 


through Glanzer News Ser- 


article 
vice, Toronto, Ontario. The 
photo is from Imperial Oil 


of Canada, Ltd. Thank you! 
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aoe) WORK SAFELY 


TamiteliitcMe litem atstel 





Note that the foreman’s per- 
sonal preference as to the type 


of man hired is taken into Wear Steel-Grip Aluminized 


consideration. Elwood ex- 


plains that this feature alone Asbestos Safety Apparel 


is enough to sell foremen on Aluminized asbestos reflects up to 95% radiant heat 

filling out the sheet and won't burn. Steel-Grip has tailored this material 
g t es * 

The foreman forwards the into well-fitting, properly proportioned safety gar- 


: ments that protect workers while allowing full free- 
completed form to the safety 


‘ dom of movement. Unexcelled for hot-metal handling 
department, which checks his 


and processing. Every yard of cloth has been care- 
preferences to make sure list- fully selected for uniform quality. Each garment bears 
ed job requirements are real- the Steel-Grip label, your guarantee of wear and 

% ; satisfaction. Available as coats, pants, aprons, sleeves, 
istic. It puts a final o.k. on the 


I 
leggings, spats, gloves, mitts and curtains. Many uses 
form before sending copies 


in industry. Many advantages to users. Write for test 
back to the foreman and to the swatches or trial garments 


personnel office. The satety 
lepartment keeps a master G 
: , I To be sure ? 
list of all job requirements oh ihe Genwi A 
and code numbers 


Steel-Grip 


Pre-Employment INDUSTRIAL 


Physical Required Safety Apparel 





INDUSTRIAL GLOVES COMPANY 


c 4 uw « a corporation 
When a_ prospective em- Pah ice 1804 Garfield Street, Danville, Illinois 
plovee oOeS to Th Lompson Trade Mark In Canada: Safety Supply Co., Toronto 








Products, he is interviewed in 
the normal manner. If he has 
the technical knowledge re- 
quired by the job available, 
he is conditionally hired, 
pending the findings of the 
plant 
The doctor gives him a thor- 
ough physical examination 
Results of the examination PF . 
are kept in the plant medical al ue (TEL 5 Mi ALWAYS READY 
] : : ; i j ’ W iter un ler pressure ilways 
‘ + + « P 7 . ] a; ; 3 < a I é < i} 
, rtr nt ¢< al not < ¢ - ¢ 7%; _ * 
Gepartmnen ind are — . ; 4 ready at the nozzle; no other 
able outside it - ‘| i LL : ip valves to turn on. One-man con- 
After filing his repo , “A i ea ‘oe trol 
the new man in medical de- i Mi IMMEDIATE ACTION 
' : Turn on full stream of water as 
soon as required as you advance 
1 be ready instantly to fight fire in to fire. No time wasted laying hose 
1 = ’ -fore p ; y ate 
ities Analysis form. Instead your plant when you install Hannay Fire « Pherae. Ay 
of listing what an emplovee Hose Reels. Water is always ready where 1 : 

; : p10, ; Unreel only the length of hose re- 
can do, this form shows only you need it—at the nozzle. Rugged and de- quired to reach fire. Simple, direct 
what. in the doctor’s opinion pendable, they will serve you as they have action. Power or crank rewinding 
the new worker eannot do served fire fighters for over twenty years W@ INSTALL ANYWHERE 
Wide selection of sizes and types Locate on walls, floor, ceiling, pil- 


F lars or fire fighting equipment 
Dots Tell FREE! rr. 
The Story ° 


partment records, the doctor 


fills in the Physical Capabil- You car 


16-page illustrated catalog Send catalog and details on Hannay Fire Hose Reels 
with specification 


The doctor makes a little on complete line 


| 

7 7 | AME 
dot in the box at the top t 
| 
| 





represent each of the work- 
er’s physical limitations. A 
copy of the completed form is 
forwarded to the employment 
office, a copy is attached to PS Cae Oe 


ADDRESS 





COMPANY 





CLIFFORD B. HANNAY & SON, INC. 05, Pork St 


te 
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STOP 
ATHLETE'S 


OVER 70% 


of the largest manufacturers 


USE ONOX’ 


SKIN - TOUGHENER 
in shower rooms! 


y BUILDS RESISTANCE 


Main cause of Athlete’s Foot 1s 
Shoe-Softened Skin (U.S. P. H.S 
Bul. R-674). Onox toughens soft 
skin and makes it resistant to fun 


gus attack 


y EASY TO MAINTAIN 


No splash no mess no waste 
Nothing to get out 


testing of solution needed 


y ECONOMICAL 


One mat serves SO 
One gallon Onox 
bathers one month. Aver 


l¢ per man per week 


TRIAL OFFER 


Order what you need. Use it for 
60 days. Pay nothing unless fully 
satisfied. 


ONOX, INC. 


DEPT. N, 125 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 


Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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“If the dots match up in the boxes, 
the applicant can’t have that job” 





the safety department mark 
their copies of the foreman’s 
Job Physical Classification 
sheet with little dots in the 
boxes at the right-hand side 
that correspond to the num- 
bers checked by the foreman 
When the worker’s Physical 
Capabilities Analysis is re- 
ceived from the plant doctor, 
it’s a simple matter to com- 
pare the boxes on both form 

If in any instance the dots 
match up in adjacent boxes 
the worker is immediate 
and automatically prohibit 
from taking the job. 


He May Get 
A Job, Anyway 


Any place the hopeful appli- 
cant can safely be put to work 
immediately apparent. 
Whenever an employee is 
absent for over three days, 
Thompson Products insists he 
bring a written report to the 
lant doctor from his own 
physician If he 
doesn’t, he isn’t allowed to 
work 
If the 
fered an injury of any kind, 
his personal doctor is ethical- 
bound to report it in his 
written record. If the report 
indicates any accident or in- 


p 
personal 


employee has suf- 


jury, the fact is transferred to 
company records. The em- 
ployee’s ability to perform his 








ob safely is carefully 


‘ ke 
Let’s suppose the prospec- emmeest: 


tive employee couid not han- 
dle the physical requirements 
of a job he sought. Is he told 
there’s no work for him? Not 
necessarily, provided he has 
skills worth saving and pro- 
vided another job is available 
which has physical require 

ments he can meet. 

By keeping a master list of 
all job code numbers and their The 
requirements, it is easy for best s 
the interviewer to locate a Thom 
different slot for the appli- safety 
cant. All the interviewer has Elwooc 


equlre 


a dif fe 


either 


Produc 


Compe 


} 
ie 


d: if he is no longer 


of handling the job’s 
‘ments, he is placed in 
rent position where his 


disabilities are not a handicap 


to him or to Thompson 


Program Cuts 


nsation Costs 


proof of the pudding is 
hown by a check of 
pson Products’ own 
record since the start of 
l’s system. Ever since 


to do is to move his copy of 1943, the company has earned 


the Physical Capabilities An- Ohio’s 
alysis down the master list of rating 
job codes and requirement 


tainable 


compensation credit 
of 75%, the highest at- 
under state insur- 





WARDS 


)° SERVICE + SALES AWARDS 
bakers of the motion picture Oscar 
ophies * Plaques ®@ Pins 
urd Jewelry * Custom Designs 


signing department present sugges- 
ist you in your incentive program. 


ecial safety service sales brochure 
SOUTHERN CALIFORNIA TROPHY CO. 


Dept. $1, 860 South Flower St., Los Angeles 17, Calif. 
TUcker 3166 : 


Circle No. 42 on reader service card for 


. 


‘ 
RD of M RI 
SAREE we © 


Excellent Performance 


ATTARIRG 4 Yen 
of 


more information 
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ance fund regulations. While 
exact employment hours are 
not available, Thompson 
Products works well over 2,- 
000,000 man-hours each year. 

The company not only uses 
this plan successfully in its 
big plants, but finds it equally 
effective in its smallest plant, 
which employs fewer than 50 
workers 


Anyone 
Can Do It 


have these 
printed = or 


graphed at practically no cost. 


Anyone can 
forms mimeo- 
filing arrange- 
ments are needed. Only mod- 


e care 1S required to keep 


No extensive 
rat 
them up-to-date 

But, once you have the sys- 
tem set up in your own plant, 
remember John Elwood’s 
guide to a successful safety 
program: “No one can enforce 


safetv—vou have to sell 


What's The Cause Of 
Scaffolding Accidents? 


According to The _ Rock 
News, published by the safety 
lepartment of Foley Con- 
structors of Minnesota, nearly 
a third of the injuries involv- 
ing scaffolds and platforms 
come about while workers are 
erecting, adjusting, or dis- 
mantling them or doing 
something other than the job 
for which they were put up 

“Sceaffolds fall while being 
raised or lowered,” comments 


The Rock News. ‘Workers fall 
while moving or rearranging 
planking. They get hurt while 
climbing up or down, particu- 
larly when they try to jump to 
another level. 
“Workers fall when _ step- 
ping off unguarded high plat- 
when stepping on 
planks that have not been 


forms, or 


secured.” 

Because of these facts, the 
Foley safety engineers urge 
all workmen to report prompt- 

any scaffolding or platform 


lefects they may run 


Room Of Horrors 
Helps Safety Campaign 


Two GIMMICKS are contribut 
ing to the superb safety: 

cord being run up by civil! 
employees and military pil 


lly Air Force Base 


1. Ordinarily, 
vhite-and-green safety 
¢ ] ») 4 
flown from a pole close 
main entrance to the Bs 
black flag, however, is 
on days when there is a 
injury or an accident in- 


ring damage that amounts 


iore than $25 

2. A “room of horrors’ has 
been set up, complete with 
photographs and 
printed reminders of highway 
iccidents. All pilots who are 
soing on leave are taken for a 
tour of the room before their 
jeparture, then are handed 
pamphlets on safe driving. e e 


gruesome 








NOCON — SAFETY-SOLVENTS 











TECHNICAL BULLETIN 


FREE 








Replace 





FREE 
SAMPLES 











Carbon- (etrachloride 








Full line — low Toxicity—High Flashpoint 


Slow to Highspeed drying features 


Non-Combustible Solvents — SAFE for all metals 
Proven Safety Solvents for classified production 


WRITE FOR FURTHER INFORMATION 


MANUFACTURERS ACENTS 
Territories Available 
Inquiries Invited 











Nocon PrRopucts Corp, 


62 WILLIAM STREET 
New York 5, New Yorx 
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WITH AIR - PAK 


WHEELER 
FIRE KING 
No. 47814 


Design patented 
and trademark 
registered 


WHEELER corer, 
Aut wA 
+ 


*Helps you avoid 
the most disastrous 
consequences of fire 

The new Wheeler FIRE KING! Far 


superior to any other rescue equipment, 
the FIRE KING utilizes light alumin- 
ized asbestos for maximum heat reflec- 
tion and mobility. The efficient Scott 
Air Pak breathing unit, provides cool 
air (not oxygen) on demand. The FIRE 
KING is ready for use in seconds .. . is 
easy to use...and fits all average size 
men (5‘8” to 6'2"). Cylinder capacity 
provides for 15 minutes constant work 
inside the suit — at extreme exertion. 
Bullard hard hat built-in for added 
protection. 


And the cost? Well within the budget 
of any fire services or institutions. Don’t 
be without this valuable form of fire 
insurance for another day. Order from 
your jobber or write direct. DO IT 
NOW! 


*6,300 human lives lost through fire 
in 1954—countless horses and live- 
stock—=millions in property. 


WHEELER PROTECTIVE APPAREL, INC. 


228 West Huron Street 
Chicago 10, IIlinois 


WHEELER 


More Safety per Dollar 


Goesny 
WHEELER 








— and know! 
@ With the tamper-proof CHICAGO portable 


watchman’s clock you get a definite, permanent record 
of your watchman’s activities. That's why the 
simple, economical CHICAGO WATCHCLOCK 
System is approved by THE UNDERWRITERS’ 
LABORATORIES and by THE 
FACTORY MUTUALS Y 
LABORATORIES for 
Increased Protection 

Against 


FIRE 
THEFT 
SABOTAGE { 


Users of the CHICAGO 
System earn Reduced 
insurance Rates 


The CHICAGO WATCHCLOCK 
System quickly pays for itself! 


“The first—and still the first!” 


CHICAGO WATCHCLOCK 


© DIV. GREAT LAKES INDUSTRIES, INC. 
1532 South Wabash Avenue, Chicago 5, Illinois 
Offices In Principal Cities 


Write today for FREE 
FOLDER of illustrated deta 
tells why the CHICAGO WATCHCLOCK is in a 
class by itself how the CHICAGO Syst 
can be installed in a few hours by any work 
man with no tools other than a screwdriver 








what's NEW in 


COMPENSATION 











Two Amendments 
In Florida 


RECENTLY enacted amendments to the Florida 
compensation law lengthen the time within 
which claims for occupational disease or com- 
pensable injury benefits must be filed from two 
to three ye: Payment for permanent total 
disability, formerly restricted to a period of 700 
weeks, hi 1ow been increased to the entire 


duration 


Two Important 


Changes " Delaware 

CHANGES in the Delaware compensation act pro- 
hat he compensation payable to a worker 

Ity arising trom a com- 

pensable injury occupational disease is 

increased n 60 to 66-2/3 of wage 

change in the state’s occupational dise: 

lengthens tl ime within which notice 


occupatl 








Rol-Away Model J easily moves 
huge prefabricated sections. 


ROL-AWAY one-man TRUCKS 
PREVENT ACCIDENTS 


Model 5§-7-T SAFETY is the byword of Ro!-Away trucks 
Washing Truck They are desigred for one-man operation 
without strain or chance of falling loads. 

Rol-Away's line of safety ladder trucks 

eliminates costly falls, as well as increas 

ng abor_ efficiency Every Rol-Away 

ck is designed to pay for itself by the 

elimination of many types of accidents 

SEND FOR CATALOG—there are many 

types of Rol-Aways—to fit every job of 


maintenance and materials handling 


5, [e@ROL-AWAY / 


S 
pt TRUCK Mfg. Co., Am 


6143 S. E. Foster Road, Portland 6, Oregon 


4é reader service i for more information 
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Death Payments 
Lengthened 


THE Connecticut compensation 
amended so that effective Octobe 
ments made to the surviving wid 
ployee who died from compensabl 
occupational disease continue unt 


death or remarriage. Formerly, 


] 


were limited to 780 weeks 


New Benefits 
Provided in Ohio 


Recent changes in the Ohio compensati 
occupational disease laws have pri 
increases in benefits effective Oct 

mum weekly compensation in case of p 
total disability from $10 to $25, and 

of temporary disability from $10 
mum weekly compensation for tot 
cases and for dependents in case of d 
employee from $32.20 to $40.25; maxim 
amount payable in case of temporary 
ability 
porary partial disability from $4,000 to $7,500: 
total maximum amount payable to dependents 


trom $6,000 to $8.000, and in case of tem- 


$9.000 to 


in case of death of an employee from 
$12,000, and the total minimum amount from 
S? 000 to $4,000 


Increasing the DAFETY 


of workers in 


More than 4,000 
Industrial and 
Commercial companies 


11 (il 
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VISI ON Screening TESTS 


that take only 3 to 4 minutes 
44° fewer accidents 


ly TOGETHER. A 


iit I cs 

1) re ict ne lag 14 nere 4 
15 saving in training costs NO plant can afford workers 
with UNHAPPY EYES. 30 
KEYSTONE VIEW Ce 
Pa. Originator f Binocular 


‘ KEYSTONE VIEW CO., MEADVILLE, PA. 

Send booklet telling WHAT PLANTS 
‘ HAVE ACCOMPLISHED WITIL VISION 
; SCREENING. 


Name 
; (Company 
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»~ MAIL THIS COUPON NOW! 


SO. CENTRAL AVE. CHICAGO 44 ILLINOIS 


STEEL STRAPS 


EASILY FOR ONLY 


Zi, B 


WELT BUSTER... 


HE OPENS STEEL STRAPS 
AT % THE COST 
OF ORDINARY TOOLS! 


Protect your shipping people the 
Cut strap Vays springs away from 

b Buster Stee iws A 
th | 


the end ) rs 


Id down 


Buster 1s 

Buster gets ; = 

a hold on steel bands without prying J 

or struggling and snaps them with ; 18 INCH 
HANDLE 


Throw away those shears 


faster, safer, cheaper 


a Simple Ciean 


twist of the wrist! 
e Cuts up to Steel straps 
always ready - 2 
Arent > Fae) Z SURE 
. ade of hardened steel, 

; PLASTIC 


ts indefinitely 
<= GRIP 


e Always Sharp 


® One purpose to 


} 


nobody steals Buster 


BUSTE 


STEEL STRAP 
BREAKER 


4 for more information 





RIGHT OFF THE DOCKET NZ 


This Job Wasn't 


Hazardous Enough! 

IN OKLAHOMA, an employ nay elect 

he is not liable for claims for injuries which did 

not as defined 
Roebuck 

loved in the 
lina fall 

while carrying a typewriter. She sought 


Opal J. Baker 
& Company in T 
mail order depa 
com- 
resulted 
l} ations, 


peen 


Eating out Doesn't 
Lead to Compensation 


Jursed 
Mrs 


otores 


3 ‘aveli 
selected and was 
ylace—and not e\ 
store, but one at whic! 
She was simply attendi: itine matte 


of obtaining her evening 1 ‘ al the fact that 


to become 
a self-insurer for compet ion claims. As such. 


occurred 





be” 
\ 


sne Was 


al amounted 
nothing 


additional con 
pensation fo! h work » done after she 


Burden of Proof 


Rests on Claimant 
THI BI N Ll proot 


slaent 

shoe com 

hroughout 
personne 
Visit each 
ccasion and 


‘ : 1]? 
ampbell § 


required 


al 
14 
Mm resulte 
a COMpany Car: 


any stores a 


ree Important fact 
ath resulted from an 
ident occurred during 
3) that the accident 

his duties required 
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waits for no one! 


When fire strikes, be ready with the GARDWELL Fire 
Blanket Container, designed for speed, simple operation and 
your safety. Operatic simpler than other types . blanket 
SLIDES OUT the very second the release handle is pressed. The 
GARDWELL containe water-tight, dust-free and enamelled 
eye-catching red 


ALSO the GARDWELL 
Blanket Container 1 
be hung on the wa 
upside-down pos 
lid on tor 
as a fire preven 
tion receptacle for oily 
vaste and other 
hazard refuse 
GARDWELL No 
B ankets are essent 
tf aia cases 
ell as fire case: 
lows for the iniuvred 
retain body-heat in 
shock cases. Ever 
ment should have 
more 


TOUCH the release, 
Blanket DROPS. 


YOU'RE READY! 


MAY BE SEALED 
* }FOR INSPECTION 


GARDWELL No. 1940 FIRE BLANKET 
CONTAINER and FIRE Lopuetovad 


METAL CONTAINER 


gauge metal. Color re 


Dofely CLOTHING un EQUIPMENT lay 
DESIGNERS AND MANUFACTURERS 1941 


1990 EAST 69TH STREET * ©) F) 248 >) FFD. poe Bae): 30) 0. 40 Wool Bic size about 66 by 84 inche 
13) (O) 3 2 5 02018) 9 3t-10). ee Or 10) 8) ». 41 Asbestos Blanket size 66 by 80 inct 


Ne ontainer only without Blanket 
DESIGNERS and MANUFACTURERS of a complete line of Safety Clothing and Equipment 


ASBESTOS, LEATHER, DUCK, PERMA-PROOF, JAXCOLITE AND ALUMINIZED COATED MATERIALS, ETC 


1 Asbestos Blanket 


ard for more sformation 
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Look howh At LED KO 
RETRACTED 

















KOILED KORDS retractile cords extend 
to just the length needed with no excess 
wire drooping and tangling in moving 
parts... then they retract to their orig- 
inal compact length, out of the way, 


free from hazards. 


KOILED KORDS solve the problem of 
carrying current to electrical equipment 
that moves without the hazards of long, 
trailing cords that can so easily get 


tangled in moving mechanisms. 
g g 


KOILED KORDS offer dividends in 
greater safety... check your plant and 
see where KOILED KORDS can minimize 
dangerous conditions caused by droop- 
KOILED KORDS 


are available through electrical distrib- 


ing power cords . 


utors, order them by name. 


Koiled Kords 


INCORPORAT 


RADPPRRARIAAAAY 


Box K, New Haven 14, Connecticut 


*KOILED KORDS is a trade mark of KOILED KORDS, INC. 


Manufactured by Whitney Blake Company. 


Circle No. 50 on reader service card 








or where he might properly have 
erformance of such duties 

no question of proof of the first 

claimant was unable to offe1 

proof of the second and third 

court had to rule that Campbell’s 

arise and in the course of 


’ +7 , 
aisalloweda 
ll »v. Schwers-Campbell, Inc Supreme 


p* 


w Mexico, June 28, 1955. (285 P.2d 


The Problem: Was 

This a Logging Operation? 

EARL DarrRAH is a farmer and cattle grower neat 
Lewiston, Idaho. The farm consists of 800 acres 
of cultivated land and 200 acres of rough, hilly 
timber and pasture. The timber on this land is 
not merchantable, but a few trees are cut occa- 
sionally for use around the farm. 

This cutting is intermittent work. The more 
pressing needs of operating the farm and the 
weather are first considered before any cutting 
is don 

One summer day, Darrah invited Raymond 
Bartlett to help haul these logs to the mill 
Darrah said that no agreement was reached as 
to wages for the work, and that he assumed 
Bartlett would do the work in return for pea 
silage he had given him some months earlier 
Bartlett, a neighboring farmer, said it was 
agreed that he would be paid $15 per day, plus 

5 day for the use of his truck. 

while unloading the logs that Bartlett 
was injured 

Bartlett sought compensation and claimed 
that as an employee of Darrah, he was entitled 
to benefits under the Idaho act 

The court found that the clearing and logging 
operation was intermittent and performed at 
opportune times when the farmhands were not 
pressed with other work. The operation was 
incidental to the principal business of farming 
and not conducted for gain. 

The employment in which Bartlett was in- 
jured, rules the court, was an agricultural pur- 
suit and not covered by the Idaho act. It was 
not a logging operation 

Claim disallowed 

Darrah: Supreme Court 
June 14, 1955 8 


Did Epilepsy 

Contribute to Injury? 

CeciL R. STASEL was badly burned when, during 
an epileptic seizure, he fell against a hot stove 
or onto hot sand in the brass department of his 
employer’s plant. The big question before the 
Kentucky court was whether the injury, which 
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came about because of the seizure, ar 
the employment 


Stasel’s injury occurred on the 
employment. He had 


examination Dy the 


been 
company 
couple of hours before the injury 
ported to work, he was taken to 
partment and given a respirator 
over his mouth to prevent the 
dust | 


‘he was being shown how to 0} 
» machines, Stasel’s eyes became 
His arms and legs were } 
froth appeared at his mouth. In fallin 
struck the hot stove or scraped hi 
hot sand causing serious burns 


»employer denied that the in 
1e employment, contending 
solely ol the clain ant’ ©} 


+ 


10on 


lot () 
N 


) 
only alter 


found the court Stasel 
passing a pre-employm 
examination; he was required to wea! 
face mask to protect his respirator’ 
there were unusual hazards and 
physical conditions of his plac ort W 
while perforn 
duties and fell into a hot 


he became unconscious 


Under these facts, the court said 


edi, 


sonable to conclude that the peculiai 





STOP worker fatigue 


costly accidents... 
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Resistant and 
Regular AIRUG 


COLORS: 
APPROX. SIZES 


WEIGHTS 


sect 
ove F.0.B. Chicago 


Contact your local Janitor Supply House or Write Dept. 3305 


SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREET * CHICAGO 20, ILL. 


Manvfacturers of No-Trax Mats for all types of service. 








BRADY 
Self-Sticking 


Accident Prevention Signs 


Unskilled help puts them are recommended and ap- 
up quickly—without nails, proved by ASA and NSC 
screws, or tools. Stick arid Write for Catalog 145-D, 
stay stuck to any surface. free working ples and 

Wordings, colors, sizes name of distributor 


RMU M MMMM 


Self-Sticking Warning Stripes 


\pplied fast—right off th ve ’ 
t * All Vinyl Plastic. © O 


tin No 143-A and fre 


vithout paint 


Write for Bulle 


A I a a a 2 2 a a a 


w. +. FEEIOI co. 


le No. 54 on reader ser 
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748 W. CLENDALE AVENUE 
MILWAUKEE 12, WISCONSIN 


vice od for more 





SHOW MORE PROFITS 
USING A “‘CLIMBER”’ 


Models are lightweight. W 


G 


¥% H.P 
Albina also manufac- 
tures Mechanical Stir- 


rups, Circular Platforms 
and Baskets 


f. 


— 


ON DISPLAY 
7th Plant Maintenance 
Show - January 23-26 

Convention Hall 

Philadelphia 
Booth 1556 


PAYLOAD 
500 Ibs. 


4 — : 
ALBINA ENGINE & MACHINE WKS 
2100 N. ALBINA AVENUE + PORTLAND 12, OREGON 


v v awd for more > 


65 








53 on reader service card for more information 


BROAD VISION 
DUST 


BUREAU OF MINES 
APPROVED RESPIRATOR 


Real comfort for the 
many maintenance 
and production jobs 
calling for protec- 
tion against dust & 
spray... COOLER, 
LIGHTER, MORE 
EFFICIENT. Un- 
obstructed vision in 
all directions. No in- 
terference with work 
to be performed. 


WRITE FOR BULLETIN NO. 42 Patent No 


(OTD _ 


Safety Equipment for all Industries 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. FOURTH STREET ® PHILADELPHIA 33, PA. 





You'll find Ruemelin caine Collecto ideal for stopping noxious weld- 
ing fumes aft their source. Counter-balanced inlet hood 7 in working 
area, automatically. Improv working nd ns ns fatigue 
= kate? the way for increased plant oe on m Bbonre in every- 
day service. Write for Fume Collector gt: etin No 


-——RUEMELIN MFG. co. — 


3888 N. PALMER STREET 
MANUFACTURERS AND ENGINEER AND BLAST AND am 
COLLECTING EQUIPMENT - NELDI? ME COLLECTORS 

















of the job contributed to Stasel’s accident and 
injury 
Claim allowed 
Stas >», American Radiator & Standard Sani- 
tary Corp.: Court of . ‘als of Kentucky, April 


99 


Work an Aggravation 
Of Heart Disease 
THE AGE-OLD question of whether heart disease 
can arise out of the employment was recently 
before the Georgia courts 

John Wright had been employed by the Orkin 
Exterminating Company for a number of years 
He was 39. His job required him to carry equip- 
ment weighing about 30 pounds and to stoop 


and crowd under houses in exterminating vari- 


he was s ngaged, Wright 

xhausted, was unable to do any further 

went to his doctor’s office, later went 

» work some days later, but 

work regularly until the time 

de h, som vo months after the first 
occurrence 

Wright's death was found to have been caused 

y heart disease. His physician found this heart 

condition the day Wright visited him in the ex- 

ust idition. When he did go back to 

period, a helper was as- 


i sought deat 
benefits, claiming that her husband’s death 
caused by heart dise ‘ase aggravated by the work 
in which he was engaged 

The employer denied this, but Wright’s doctor 
tified that Wright had suffe net ae severe at 
hypertension while eng sane in his work 
he heart disease, too. The strenuous 

rk Wright did, opined the doctor 

‘rated the disease which caused his death 

is drawing an inference, said tl 


. 
t’s work brought on his death 


St 
Wad 


proper in this case 


HIGHWAY SIGNS ENCOURAGE 
OFF-THE-JOB SAFETY 


employee s to think and practice 
he job, Gregg Meyers, safety and 


=4 


ineer of Blatz Brewing Company, 


made available to all 
reflector-type highway signals 
Dr. B. L. Corbett, Milwaukee County Safety 
Commissioner, expressed himself as highly en- 
thusiastic about the plan. Blatz put up posters 
throughout its plant featuring the use of the 
signals to warn traffic of stalled cars. 
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but it still has 14.3 accidents per 


HOW WELL ARE YOU DOING? ... million man-hours worked even without consid- 
1¢ the no-lost-time injuries. From the stand- 
Continued from page es point of cutting compensation costs, that’s not 
the injured men probably don't 
} good, either 
and only the groupings for which both the Toure 31°. ahead of Bureau of Labor Statis- 
Bureau and the Council have released 1954 fre- ‘s rates for your industry, but you’re 63% be- 
quency rates. hind National Safety Council rates. Depending 
It should be remembered that Council rates which rates you use for comparison, you're 
represent the average of only those plants that loing fine—or you're doing terrible! 
(a) are members of the Council and (b) report ‘hich yardstick should you use—your plant's 
to the Council. Bureau of Labor Statistics rates, improved record, Bureau figures, Council fig- 
on the other hand, cover industry much mort res ‘termine how well vour plant safety 
comprehensively—include practically all plants 1g? 
in practically all industries ’s true that the 20.8 frequency rate supplied 
These facts are vital when you try to estimé by the Bureau of Labor Statistics is probably 
what your own safety program is doin nore repr itative of the foundry industry as 
Take a typical example vhole than is the 8.8 figure supplied by the 
You're safety director for a foundry ures National Safety Council 
of Labor Statistics figures show an average ac- 3ut statistical accuracy isn’t the chief purpose 
cident frequency rate for your industry 20.8; f the fety movement. The chief purpose is to 
National Safety Council figures set 
3.8. That’s a difference of 12.0—in itself a not- So, in the ng run, it’s wisest to aim for that 
too-good safety record—or 136°. of 8.8 Itimate goal—a 0.0 frequency rate. The mea- 
Your own plant rate is 14.3. Two years a suring sticks provided by statisticians may be 
was 18.1 interesting, | 10 generalized industrial aver- 
Should vou congratulate yourself that you’! age should | llowed to create self-satisfaction, 
vinning, or mope because you're losing’ with t feeling that “I’m doing better than my 


Your plant record is 27 better than it ws 1eight {1 what more can be expected?” e e 








FOILLE AEROSOL SPRAY 
THE 4-WAY BURN TREATMENT 


——— Po —— 


“RELIEVES PAIN P— ass HEALING 


oat 


Foul  FOILLE 


Cool and soothing oille hi an & 6 I ulle forms a 


anesthetic effect on injured nerve 71ViIng injured 


soft pliable film, 
tissues a chance 


endings, helps ¢ to heal quickly; reduces scarring 


_ 


—— PROTECTS AGAINST INSTANT AND RAPID 
_INFECTION APPLICATION 
FOILLE FOILIE 
At Effective cleansi: ft sOl spray technique permits 
antiseptic action worl juickly, int application to any size 
combat most surface bacteria. ry, any place on body. No 


inn! 


applicators or swabs necessary 


Viel —— M-S-A FOILLE BURN KIT 
(SAFETY EQUIPMENT Rr — = Contains four 10-02. Foille Aero- 


LA sol Sprays, complete assortment 
AK Ju Jj } of Type D First Aid dressings 

4 l-Weathe . oO use 
MINE SAFETY APPLIANCES CO. ; All-Weather case. Easy to use. 


Write for complete details 
201 N. Braddock Ave., Pittsburgh 8, Pa th ie aia 


At Your Service—82 Branch Offices in the United State 
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ON 
mich 


To obtain the information described 

U SEFU L below, simply circle on the postcerd in 

this issue the key numbers of the 

items you wish to receive. We will 

LITE RATU RE forward your requests to the compan- 


ies concerned. 











CORPORAT! 
ave WABASH ° DETROIT 8, 


A NEW SKULLGARD picture 

designed for easy cé 

is described by 

ued by Mine Appliance rated with photogr 
Co. The bulletin includ a | llagran ré i 


ack land 
ing of the company r min xtinguishers, wheeled chemical 


WRITE FOR YOUR DISTRIBUTOR’S 
NAME AND OUR COMPLETE 
CATALOG OF HEAD AND EYE 


SAFETY EQUIPMENT 


] 
nose, nozzles, 


r tire tighting ac- 


and industrial saf 
Circle No ] 
luded 
WET DUST COLLECTOR 
ates dust from the 


ugal action while it a W PERMANENT TRAFFIC Line 
and traps dust by water is de- ( gned with traffi 


r 
f 
I 


scribed and illustrated in bulletin improvement 
No. 551, available from Du ire presented 
pression & Engineering Co ‘ea- teynold * The 

tured in the bulletin are lana variou ‘ ! 


tl al KpJl la VAalLIOL allallfpe 


are 


neent 
tions and dr 
“wo 


Cir 


extruded 
ting 


A NON-FLAMMABLE ind = ig 

vent with cleaning 

closely matching carbon il- 

though it is up to 20 time A RESUSCITATOR-INHALATOR that 
toxic is described in literatur llows control of positive pre 


cialist, stocks a complete line of Dockson Products 
to give you fast service and personal attention. 


YOUR DOCKSON DISTRIBUTOR—a selected spe- 
We back our distributors 100%. 


butt and spot welding; hot-liquid splash, acids 


buffing, polishing, grinding, plating, scaling; flash, 
or chemicals. 


MAXIMUM PROTECTION—against the hazards of 


avallable from Chem Ind ri re, change of breathing rate, 
Co. “Ee 
plete 


e bulletin includes ; yn and can | controlled manually 


ist of uses for “C 01’ for wh » an obstruction in 


| 
solvent and shipping data air passage is encountered, is de- 


e N 3 on reader and illustrated in a 4- 

folder published by Globe 

tries, Inc The folder ex- 
e of the “Seeler Unive 


uscitator r both that 


YOU CAN’T GO WRONG wher 
splicing wire rope into many dif- 
ferent arrangements if you have 
a copy of Union Wire Rope 
Corp.’s “Tuffy Sling Handbook” 
vhich includes 20 page of 
photos, diagrams, and explana- A STANDARD GUIDE for use when 
tions on how to splice wire a thinking of purchasing food ser- 
Also included in this 60-page vice equipment is listed in litera- 
Handbooks are descriptions and ture presented by Vacuum Can 
illustrations of 16 factory-fitted Co. The literature includes 18 


18 


purpose and for inhalation 


serv 


20 


} 
i 


slings and almost 2-dozen it points which should be consid- 
tings. A complete rigger’s m: ered before purchasing portable 
ual, chart of proof-tested ratings, vacuum insulated hot coffee and 
and standard signals for directir liquid carrier 
overhead traveling cranes, de! e No. 109 
ricks and locomotive 
cluded 

Pssila: Gin: 300 on nellae carvics j ICE AND SNOW MELTING che: 

h can help eliminate 
accidents, heart strains, etc.. 

TUFCRETE RESURFACER for indus- your maintenance crews is de- 
trial and commercial floors, ribed in a folder available fron 
ramps, and walkways is described vere Chemical Corp. The fold- 
by Tufcrete Co. bulletins. The re r (N RL-427) illustrates ad- 
surfacer may be used either in vantage l 5 this ice melting 
doors or out. Methods of apply- 

g the material are outlined in 
he bulletins 


SERIES 1 


DoS 


SERIES 1180 
EYESHIELD 


SERIES 1110 


No. 105 on reader service 


15 DIFFERENT MODELS in 6& dif- 
ferent kinds of hand fire extin- 
INTERIOR FIRE FIGHTING equip- guishers are described and illus- 


ment is catalogued in Fyr-Fyter trated in Randolph Laboratories 
‘o.s new 16-page catalog. Fea- Inc 4-page bulletin. Each type 


SERIES 1145 
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of extinguisher and each model WHAT EVERY 
in that type are fully explained know about fire 
for applications and methods of an 68-page pocket-sized folde1 usage wh 
use. Cut-away views of valves available from Falcon 
used in the CO, and in the dry Inc. The folder 
chemical extinguishers are also picture on home 
included cipal causes to 


A 


e No. 111 on reader ser r tion to a set 


both parents 
to follow in 
EXPLOSION-PROOF VACUUM clean vorker should 
er 1s featured in literature avail- 
able from Multi-Clean Products, 
Inc. The 2-color folder also in- 
} 


cludes a helpful chart showing 
correct application of various 
floor maintenance products on 6 
different surface Specifications 

| styles of industrial va- 


o listed 


+ 


atalogued 

yf yp betearmc Alt 
4 Five types ol 
quipme! ire pictured and de- 
cribed 


their 


more 


PARENT houl ers, the literature includes a 4- 
contained in step illustrated procedure for 


ich shows how simple 
Alarm Co yet how efficient their use can be 


presents the ft Circle No 17 on reader service card 


fron 


STORAGE LOCKERS, she! | 
naintenance equipment are ptic- 

and described by the 16- 
-atalog of Precision Equip- 


of the 


f 


this 


ized storage 


LIGHTWEIGHT — 
that ae 


Da 


FOLDING, PORTABLE TAGES 
the subje lt a broc! 
Inc Five 
eparately 


ng 


LOCKING PLUG CAPS and conne 
tors that lock together with 
l nple twist and are made 
“Neotex” neoprene compound 


PAPER — SEAT COVERS that featured in literature pres 


stated 
nation on charac- 
ylastics 1S given 


ery 


nonevy | to} by Daniel Woodhead Co 


iway view of a plug and conne 
rr is included. Several portable 
afety hand lamps, vaporproof 


1and lamps and shockproof light 
ets are also fully covered 





Drive out 


FOUL AIR 


Blow in 


FRESH AIR 


with Coppus Type A 
Ventilator 


Assure greater safety, com- 
fort for workers... get greater 
efficiency. 

Drive out dangerous fumes, 
gases, stagnant or hot air from 
boilers, cable manholes, tanks, 
vats and other confined places. 
eg gaa ee ee 


d 1 


@ manuotes made safe for 


workers’ entrance within minutes. 


4 BOILER AND TANK INTERIORS 
cooled by Coppus. Fresh air supplied 
continuously. 


ANOTHER 


Coppys 


“BLUE glenon PRODUCT 
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Let X-73 ICE REMOVER solve your 
winter ice and snow problems! 


time and money 


9 x 


shoveling sn 
you can cut winter expense 
1 XY 7-9 


‘k-oreaking labor with X-73 ice 


5 il 


melts by heat-ge 
1as 50 times greater t 


X- e is the only ice remover 


containing “PHOSIT combination rust it 


| init sen In 100-200-300- 

drum 1 ton lots. Write for Bulletin. The 

Monroe Company, Inc., 1068 Quebec Ave., 
Cleveland 6, Ohio. 





elle 
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Are you hiding 
behind a 


COPPER CURTAIN? 


Are you so awed by modern 
science that you are placing 
greater trust in copper coils 
than in a human being? 


Your flesh-and-blood watchman, 
supervised by a DETEX GUARDSMAN 
watchclock system, smells and 
stamps out small fires before they 
spread, traces escaping fumes, re- 
moves dangerous wastes, clears fire 
exits, checks sprinkler valves...can 
you say the same for a mechanical 
device, no matter how ingenious? 


The GUARDSMAN supervises your 
watchman day and night, weekends 
and holidays, keeping him alert in 
the exercise of human judgment in 
the protection of your plant. The 
GUARDSMAN saves you money in 
supervisors’ overtime, cuts your in- 
surance premiums. If you are using 
a dial clock which is more than 
five years old, it is urgent that you 
modernize with a GUARDSMAN. 


Detex Watchclock Corp. 
76 Varick Street 

New York 13, N. Y 

C) Please send me complete 


about the GUARDSMAN 
watchclock. 


O-11 


information 
tape-recording 


(0 You may send a DETEX representative 


to make a free, no-obligation survey of 
our plant protection needs, 


Name 
Company. 
Address 
Title 


Circle No 


60 on reader service card 


ot ee ee ee ee — 


aoe ewe wee eee eeeeeseacend 
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EXPLOSION-PROOF VACUUM clean 
ers made by Doyle Vacuun 
Cleaner Co. are 
erate in hazardous a 


rex 1¢ 
ed to ordinary industrial 


Portable unit ha 
approval for use in Clas UY 
D, and Class 2, Group G cond 
tions All 
ed 


cleaners. 


Static cnar ge a 
grounde through the vacuun 
cleaner Motor, switch 
connections are completely en 
closed. All exposed surfaces are 
non-ferrous brass and aluminun 
Powered by %-hp 
constant duty motor 
suction multi-stage fan. 


Circle No 2 on reader 


and cable 


with a high- 


A HAND PRESS FEEDER th: I 
eliminate hazards in small pre 
operations is distributed by Roch- 
ester Safety Equipment Co. Thi 


magnetic device allows press op- 
erators to pick up stock from pile, 
place exactly in die, and remove 
from press after part has 
formed—all this without getting 
the operator’s hand in the danger 
zone Simple thumb pressure 
breaks contact of magnet with ar- 
ticle, pressure again 
lowers magnetic to contacting 
position Available in several 

to handle different weight- 


been 


release of 


on reader service card 


designed to op- 
ict 


13,000 rpm, 





New Products... 


To obtain information on items described below, simply circle on the postcard 
contained in this issue, the key numbers of the items in which you are interested. | 





TWO LARGE SAFETY MIRRORS of 
ircular convex 
added the 


Safety 


have been 
industrial 
mirrors pro- 
Brossard Co 


diameter; the 


glass 


line ot 


36” across Easily in- 

ind quickly adjustable for 

opping traffic accidents at blind 
corners in warehouse factories 
upported 
wivel stud assembly 
ounting 


mirror are 


bracket 


VISABILITY for the 


the fe ! of 


er 


INCREASED 
Veal ] “»scot- 
toramic’ face masks, made DY 
Scott Aviation Corp. Non-fogging 
ed by circular air-wash- 
oxygen 
prac- 
Increased 


and forward vision hel 


COO! alr O! 
afety lens i 
ly unbreakable 


WOrkel 


afety to emergency 
workers and promotes confidence 
Double lip seal makes mask com- 
fortable even when worn for a 
long time 


YOU CAN STOP 
caused by 


crane accident 
inadvertent overload- 
ing by installing a Dillion Dyn- 
amometer as a scale, positioning 
it directly in series with the load 
and between the lift hooks. This 
instantly indicates to the crane 
operator if the load is beyond the 
weight-radius capacity of the 
crane. Dynamometer instruments 
are available in 13 ranges, from 
0-500 to 0-100,000 pounds, each 
individually calibrated for great- 
est possible accuracy. All will 
withstand accidental overloads up 
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without injury to calibra- 
tion. Actual safety factor is sev- 
eral times rated capacity. Made 
by W. C. Dillon & Co., Inc 


e N 


SAFETY EYEWEAR FRAMES dceve!l- 
oped by Bausch & Lomb Optical 


Co tor l \ rie I women 


pl: 
trengt! 

idaptability of plastic 

non-flammable 


tough to withstand 


~~ 
‘« 


| 


fully cured to hold its shape 
Metal corrosion-resistant | 
held to frame with four rivet 
justable nose pad 

part of bridge 


vides broad 


ridge 


Vision, £1V 
bi-focal 


rn 


HEART ATTACKS in wintertime 
frequently follow heavy exertion, 
uch as shoveling ice and snow 
You can eliminate possible claims 
by furnishing your maintenance 


departments with a “Champion 
Snow Thrower” designed for use 
around industrial plants. Special 
raker bar on unit quickly cuts 
heavily packed, deeply piled 
snow. Self-propelled unit is pow- 
ered by 2'2-hp, easy-to-start en- 
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Pangborn answers the 


"Call from 
Philip Morris”’ 


Collects 5,000 Ibs. of tobacco particles 
daily to be sold for salvage. 


At the stemmery plant of Philip Morris and Co., Ltd., Rich- 
mond, Va., the tobacco used in Philip Morris products is 
processed prior to manufacture into cigarettes. To keep the 
working area immaculate and maintain the excellent operating 
conditions, Philip Morris calls upon four Pangborn Dust 
Collectors for efficient removal of any minute tobacco parti- 


cles released in this processing. Every day, Pangborn Dust 


Pgs are sold as fertilizer ingredient. In addition, 
Oud 17 | = ‘ 
\ Pangborn minimizes plant housekeeping 
problems. 


“as a Control collects 5,000 Ibs. of particles which 


Pangborn can solve your dust problem. 
Pangborn engineers will be glad to show you 
how Pangborn Dry or Wet Dust Collectors 


can save you time, trouble and money. 
See how Pangborn . 


benefits varied indus 
tries. Write for fre 
copy of “Out of the 
Realm of Dust 
Pangborn Corp., 
Pangborn 
Hagerstown, 


inmtufacturer f 


Md. Manufact , 
seri CONTROLS DUST 
eaning Equipment 


reader service card for more information. 








Circle No. 65 on reader service card. 





Circle No. 63 on reader service card gine. Will clear a path 20” wide 
hrough any depth or type of 
SE for | chow at a rate of 620 shoveltuls | (SE Jee 
a N S per minute. Thrown snow is 
spread over a 30’ strip, preve g 
U i—_ SAFETY AWARD 
Circle No. 127 on reader service card 
OR XMAS GIFT 


STOP NOISE from harming work- 
ers’ ears by equipping emplovees 
with a set of “Selectone Ear-War- 
eS. tr den” ear noise plugs. Four types 
bs of Selectones are available to 


ba Ap CUM G«LALMU« 


Also for 
Cuts 
+ Abrasions 
The Original ——= Lacerations 
Spray-on Relief Etc. 


Hh ° ° “ 
WCU tle The Halco Kleersite Plastic 
A EROSOL counteract spec ific noise levels be a = . rs a preee nt ot 
7 ’ JECAUSE l conte ~ < racllecse 
Affords more certain muffling of : PP scsi 
2 dis 


assortment of medication for 
home, office and automobile 
Packaged in an attractive and 
phone conversation, are comfort- durable plastic box, all content 
able to wear, stay in place, and are in plain view and ready for 
ial ta -diaiieiihé ah elias, tienda are easy to keep clean Available immediate u : For FREE de- 
as the modern relief for all types of from United Cable Corp., the CEIPUIVE CLECUIAE, PLEASE WINE tO 


i , rface ‘onlacto ’ sar ] o eC sictc of ¢ 

pain and itching Water soluble non-ta pelectone eal piug consi lI a 

non-greasy. selective filter which permits nor- A. E. HALPERIN CO., INC. 
FREE—Send for details mal speech frequencies to pas BOSTON 18, MASS. 

ARNAR-STONE LABORATORIES. INC. through, but completely muffles “Your Safety—Our Business’’ 

fi ] 


225 E. Prospect Ave. Mt. Prospect, Ill. requencies = of ees harmit 


The only preparation containing harmful noise, easy comprehen- 
solved benzocaine — Stops pain in seconds sion of ordinary speech and tele- 
relieves for hours Eliminates need for man 
val application — Quick, sanitary 
apply—Often prevents shock in severe 














noise. Range of sound to be mu 
f 


fled can be adjusted to sound con 


ditions encountered 





e No 28 


A PORTABLE FOOT WARMER called 
“Electro-Mat” has been designed 
by Interstate Rubber Product 


Corp. to aid employee comfort 


New all-purpose stretcher easily 
used where space is limited 


inother use for the versatile new Hag. 
irpose stretcher kit. No matter 
stretcher you now have, you 
he new Haggard. It does all 

; 


means for reducing ab- 

by colds, back aches, 

electrically heated neo- 
rubber mat measure 14 

Mat transmits comforting 

stops complaint of cold feet 


stretcher can do, plus ma 


economical mat usé le 
than a 100-watt bulk 
EAREST FIRE BOX) = decors 
WPLOVEES Om KEEP OFF ING (cocucr ROOM EXIT acer Cita 
WRITE FOR CAT. No. C-2 
SAFETY SIGNS FOR ALL PURPOSES LIGHTWEIGHT _— PROTECTOR 


STU TC CI CMT aE | ocloped| by Wheeler Protects 
EAST 65th ST., CLEVELAND 27, OHIO 1 eats 


WOsPiTs KEEP OUT PFFICE gmc BEL LavaroK OUT . 
ee —_— —— — 
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metal or glass. Simple lock slide 
closure incorporated in the straps »f lamps is 
permits full adjustment. Wraps y i ‘w methoc 
completely around arm. Hollow, tion lection. Lan 
adjustment 
gravity prin 
minimum 
Made by 
General Lan 


PNEUMATIC SILENCERS 
noise-shnock Irom alr 
equipment. Made by C 
Co., “Quietaire” silencer 

tubular edge binding keeps mesh metal unit that reduce 
away from the arm. Available in 
monel or electro-galvanized steel 
wire cloth 


10th suntan How to protect YOUR company 
STAY IN YOUR SEATS, BOYS, the from costly DEAFNESS CLAIMS 


aiong Mn 





the safety belt Even Oo, you 


ought to investigate the applica- and curb needless 
<> fF 
7 


tion of ¥ belts such as these 
made by General Textile Mills, 
Inc., on all company owned or 
operated vehicles. These easy to 
install safety belts exceed CAA 
specifications 4000 lb. loop 
strength. Comfortable, adjustable 
to fit any size waist, the seat belts 
are available in several colors 


Circle No. 131] on reader service card 


Now you can end the possible expense You owe it to your company to get 
and trouble of future deafness claims all the facts about AUDIOMETERS by 
WHY CHANCE BURNING your curtail needless accidents boost plan AUDIVOX. 

workers by keeping old style in- efficiency, too! 

candescent lamps when you can Now science offers you an irate 

install a “Kold” lamp that pro- electronic tool to measure hearing power 


the superb Audiometer by Audivox 


successor to Western Electric Hearing Gi ag cd t Ye Ee xX 
Aid Division, pioneers with Bell 


Telephone Laboratories in the 
development and manufacture of 





successor 10 Western EJectric HEARING AID DIVISION 
audiometers! 

This invaluable, yet inexpensive 
istick’’ enables you t 
make a reliable pre-employment rex 
ord of prior hearing loss... then lets 


“hearing yar 


orcester St., 


Please send me FREE detailed 
you check post-employment losse Audiometers by Audivox. 
in routine examinations. 

The Audivox Audiometer makes it 
possible to place partly deafened persons 
in the jobs for which they are best 
continuous burning of a 100-watt qualified ...curbs accidents and ups 
bulb, the outside shade is cold to efficiency through swift detection of any 
the touch, made possible by the hearing loss! 


lamp’s “flue effect” which draws 


NAME 
> FIRM 
tects users from burns. Even after 


STREET 


CITY STATE 


5 








an ae on on a on am ean as an em om em owl 


Circle No. 66 on reader service card for more information 
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placing. All-metal, corrosi 
sistant silencers are safe I 
pressure normally encounters 
industrial pneumati« 


capacitor motor. Air outlet pro- aluminized clothings. Aprons and 
vided permits air discharge to other types of garments of this 
yutside atmosphere if required cloth are available at much lower 
cost than other, more heat-reflec- 
attachment tive aluminized clothings 

onvert unit into an ideal va- e No. 136 on reader 


rv Can handle up to two machine 
Compact, easily attached ilen- time. Available 


a 
cers will fit most 


s at 


alr-operate 1 equipment uum cleane for cleaning 

C Ne hine C 
Mad MAKE EXPERTS out of any mem- 
ber of your fire brigade by furn- 
DWARF DUST COLLECTOR ishing them with these two noz- 
plication on small machines hat A NON-FLAMMABLE SOLVENT that zles produced by Akron Brass 
dles 230 cfn sepal lust ik xxic tha Mfg. Co., Inc Nozzles produce 
heavv part fis: ane) me all degrees of fog plus straight 
for solv ie init , ing tream. The #711 brass fog noz- 
including aluminum, i zle is designed for hose rack and 
y Tact ine. “Cet” cabinet applications UL ap- 

vent, as a replacement for T1 
chlorethylene, 1 one-fifth 


+ 


; ») ] 
ut 20 times le tc 


) } 
ina VI 


oxic, has greater vapor densit\ 
and re juires less heat for vy ipor- 
ization. Boiling point is 165 F 
Can be used safely on aluminun 
without fear of any solvent bre: 
down or corrosion of the 


No 


ALUMINIZED PROTECTIVE CLOTH- 
ING made by H. M. Sawyer & Sor 
Co. is not designed for hazard 

where excessive heat and molt 
metal are factors, for fire ap- proved, it works particularly well 
proach or for fire entry suits, but at low pressures. The #1300 is 
made for use where mild heat designed for industrial plant us- 
age. Both nozzles can be shut off 


by turning in either direction 
tandards of more’ expensive e No. 137 on 


expansion \ 
lected in : l a factor, because reflectivens 
inum impeller enables full eff is 60% 
ency fron I | 


a compared with high 


reader service card 





le amcor 


== Eliminate 


WOODEN SOLES INSULATE 


They Are Puncture-Proof 


No. 351 


Sizes 
: Small 
© Write for Catalo 4 ~~ Vipn = Medium 

BUSTIN ‘‘FIRM-GRIP’”’ has proven to be the \ * a | 

most positive approach to safety and comfort _ 
in treading on areas that are completely 
coated with grease, oil, wax or ice-coatings ¥ 

Its SCIENTIFICALLY ENGINEERED assembly 

guarantees the SAFETY of your employees Reece Wooden Sole "Hot Foot” Sandals 

*OUR CUSTOMERS REPORT that in over four : ‘ 
years of use, BUSTIN “‘FIRM-GRIP” has COM- are Time Savers — strap on quickly — they 
PLETELY STOPPED ACCIDENTS caused by SLIP- bend—they are light weight—they are sturdy. 
PAGE and STUMBLING. Sole leather hinges assembled with screws and 
We invite you to EVALUATE BUSTIN washers. Durable straps. 
‘*FIRM-GRIP”’ for positive RESULTS. 


: Write for Catalog 
*Names of users upon request. Patented, with 


other Pat. Pending. WwW 
ther Pat. F g REECE ea. 


BUSTIN FIRM-GRIP GRATING CORP. 
© BOVER, MEW JERSEY DEPT, 0-11-55 COLUMBUS, NEBRASKA 


Circle No. 67 on reader 





e card tor more nformation 
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“WEKI" sarety cap 
| ” 


meee con GREATEST 
INDUSTRIAL SAFETY 


VEKI's larger, roomier elastic-type snood is de 
signed specifically for enclosing more hair than 
any conventional type cap full protection 
for all hair all the time! Front of twill. Back 
s made of mesh—can also be had in solid or 
flame-proof materials Navy blue, and brown 
Adjusts to all head sizes Descriptive literature 
on request. 
Manufacturers and distributors of a complete line 
of safety clothing and equipment. 
Write Dept. OH-11 for information 
regarding your needs. 


V. E. KENNEDY— 
INGALLS CO. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 





LYizaheyat 


CLEANS & MISTPRCOFS 
GOGGLES & MASKS 


A MUST 
FOR WELDERS 


Simply wipe the dry cloth on 
dry or very slightly moistened 
goggles or masks, whether of 
plastic or glass, and they will 
stay mistproof for hours. The 
cloth lasts for months. 


Write for a FREE sample, 
literature and name of nearest 
dealer. 

Yours for Safety 


HYGIENE RESEARCH, INC. 


684 Broadway, 
New York 12, N. Y. 
2704 S. Hill St., 
Los Angeles 7, Calif. 


rcle No. 71 on reader 
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SELF-STICKING numbe1 

ters 1n six sizes from '% t 

mounted on handy 

cards have been develope: 
Brady Co. Stocked and 
ack on white and black 

low, numbers (0 through ‘5 





and lette ilpl 
ire made of impregnated 
loth with temperature-re 
pressure-sensitive adl 
Mounted on _ handy 
cards wl ch protect idhe 


until use 


STOP HEAT LOSS in 


+ " + 1] 
from du collector 


1 Model 219 FM-A 


collector which 


FINGER FILM BADGES for : 


I routine 


ire proaucedad 
JF. & Co F 
intervals, baage 


returned to the manuta 


week tor processing and 


alysis from which a complete 


posure report is developed 


to the user Badges 





need a 
snake charmer? 


A 


av) 


not if you keep 
your hose on 


WIRT & KNOX 
WASHREELS 


Your costly wash up hose will last 
much longer if properly drained 
and coiled. The Washreel offers 
both these services and many more. 
To name a few... 


v Piped up permanently to your 
water line or mixing valves 

y Eliminates handling of bulky 
coils of hose. 

v Keeps hose off the floor and 
out of the way of traffic 


Write us today for special details 


\ f= 
WIRT & KNOX 


MANUFACTURING CO. 


SEDGLEY AVE. at YORK ST. 
ee ee ee 


Circle No. 69 on reader service card 
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small, light, and water 
Flexible band gives nearly 
versal fit Cross-contan 
impossible Badges 
enough to remain on 
in rubber gloves 

Circle No 40 on reade 


ALUMINUM SWING STE and 

scaffold gee I 

Louisville 

rated and sted load cart £ 

capacity. Load carrying capacit > 

is determined by fet 

factor of 4 multiplied by aft is key 
working load 

ability is obtained by special de- 
sign of side rail. Over-all weight 


Load carrying chann 


ot low 


el 


eages. 


decking 


on reader 





s"" 


payigitle glove ant 
wena nat nds: joneve 
grote \0 st XMe 


Du Pont PRO -TEK keeps irritants 


from reaching the skin! 


Protect workers’ hands, save production time with 
this heavy-duty hand cream developed by Du Pont 
especially for factory use. Du Pont PRO-TEK 
shields hands and arms against grease, grime, paint 
and insoluble cutting oils. Workers simply rub 
PRO-TEK on before job. Then 


come grime and irritants along with the PRO-TEK. 


at wash-up off 


Even paint washes off in plain water! 

PRO-TEK saves job time, maintains efficiency, 
boosts morale. 
E. I. du Pont de Nemours & Co. (Inc 
ton 98, Delaware. 


Order from your supplier, or write 
, Wilming- 


Better Things for Better Living 
. through Chemistry 


Circle No. 73 on reader service card for 


more 


‘ e-« “a 
‘Invisible gloves 


guard hands against: 


* GREASE 
* STAINS 


nformation 


° GRIME 
° PAINT 
¢ OIL 








PROTECTIVE HAND CREAM avail- 
able in two types, a water-repel- 
lent cream for wet work and ama 
iscible cream for dry work 
forms an invisible protective bar- 
rier to reinforce the skin’s na- 
tural power of resistance to irrit- 
ants. Made by Ayerst Labora- 
tories ‘“Kerodex” creams are 
packaged in 4-oz. tubes and 1 
and 8-lb. containers 


e No. 142 on reader 


ter-n 


TRAP TOXIC FUMES at their 
to stop dust and fume problems 
in your plant. “Hawley” patented 
fume control system consists of 
‘ylindrical or rectangular sheet 
metal hood suspended from a 
non-inflammable flexible duct 
Adjustable height a 
positioning above 
crucibles, or sources of 


ource 


hood 
diretcly 
other 


ladles, 


toxic fume Flexible duct is sus- 
pended from a mobile transition 
box which runs on a track mount- 
ed on top of an exhaust duct 
Fumes enter exhaust duct at 
whatever point mobile transition 
box oy to be. Transition 
box can move from mold to mold 
Made by Martin _— Co 


No 143 on reade vice 


CUSTOM DESIGNED fire 
vehicle incorporates a 
capacity of 350 gpm. 


fighting 
pumping 
Self-con- 


tained extinguishing agents in- 
cluded are 100 gallons of water 
capable of supplying 6 minutes of 
fog spray through 100’ of booster 
hose, 100 lbs. of CO: with 50’ hose, 
and 104 lbs. of dry chemicals in 
hand extinguishers. Additionally, 
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the Jeep-mounted unit carries 
150’ of 1%” hose, two 10’ hard 
suction hoses, a 20’ extension lad- 
der, and rescue tool 

‘ully roadable unit is only 60’ 
wide and 132” long, sells for be- 
tween $5100 and $5500. Made by 
sentry Safety Service 


MAGNETIC HAND TOOL for sheet 
steel handling and feeding oper- 


itions picks up sheets, blanks or 


formed parts by permanent mag- 
netic grippe! and holds them 
curely for feeding operation 
Made DV Magnetool Div Multi- 
finish Mfg. Co., device’s magnetic 
trength can be increased or de- 
reased as desired. Grippers can 
be positioned anywhere along the 
Dal 


Cir 


MOBILE HYDRAULIC LIFT can lift 
both men and materials up to 
400 lk weight to ‘ight of 


| r 

do 
a 

“Bulb- 


is faster and safer 
than ladders. Can be raised and 


loor level 


+ 


20’ above f 
Snatcher” lif 
lowered from rail guarded 24” 
dia. platform or from the floor 
Full 20’ height reached with 45 
seconds for servicing. On 3- 
wheeled frame, unit is only 30” 
wide and 6'5” high when not in 
use. Easily steered frame _ has 
swiveling rear wheels with locks. 
Made by G. W. Galloway Co. 


Circle No. 146 on reader service card 
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sa 


RADIATION BURNS due to 


ire to atomic 


X-rays, gamm 


Mac Wh 


oils 
yvte Co 


VCld 


PLASTIC COATED CABLE is eithe: rendered painles 


preformed alvanized vy, and seared 


V1re rope co da A t nealeda 
f 


flexible 


rapidly 
plasti whos ft an ointment 


with application 


made from the 





RECEPTACLES 
IN YOUR PLANT 


Everybody is automatically a member of your clean- 
ing department by conveniently placing Bennett Bilt 
Waste Receptacles to invite their use. These waste 
receptacles are sanitary, economical and a major help 
to cleanliness and neatness. Put them to 
work for you and reduce cleaning costs. 


Only 


WASTE RECEPTACLES 

HAVE ALL THESE FEATURES 

& Non-rusting stainlesss steel feet 
eliminate rusting and rust marks 


Made of extra heavy-gauge corro- 
sion resistant steel 


All welded construction 


Smooth exterior surface. 
to catch and tear clothes 


nothing 


Reinforced corners 

Self-closing mechanism assures 
closed doors when not in use and 
permits easy opening of independ- 
ent doors with finger-tip pressure 
Rounded corners for structural 
strength and pleasing appearance 


P> Baked enamel finish...green, gray 
or white 


@ These are a few of the 
manv features that make 
Bennett Bilt Waste Re- 
ceptacles a natural “buy”. 


ALDEN, N. Y. Dept. OH-11-55 


THE BENNETT MANUFACTURING CO. 


Kindly send to my personal attention a FREE 


Quality and every con- copy of the fully illustrated Bennett Bilt Waste 


sideration for hard usage 
are self-evident both in- 
side and outside of these 
receptacles. 


Receptacle Catalog. 


Name 
* Organization 


Street 


FILL IN AND MAIL 
COUPON TODAY » State 


Circle No 
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Any safety hat/ protects the 
wearer only while it is worn. The 
GENTEX safety hat is specially 
engineered for maximum comfort 
to assure full time wearing for 
full time protection, 


Only the GENTEX has a resil- 
ient, contoured plastic headband 
that shapes itself to the head, 
exerting mo pressure even after a 
full shift’s wear, It’s lightweight 

. and cool even under the hot- 
test sun. 

It really protects! Tough GEN- 
TEX safety hats exceed all Federal 
specifications as well as standard 
mechanical, electrical and fire tests 
for protective headgear. 

If you/want to safeguard your 
men with a hat they'll like... 
and wear... give them GENTEX. 
Write /for the complete story 
about / these remarkable safety 


hats! Do ic NOW! 


you CAN 
err Your 
ure 


Gan 
X P tye? 
General Textile 
Mills, Inc. 


450 Seventh Ave. —N. Y. 1, N. Y. 


Circle No. 74 on reader service card 
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Aloe vera plant, lanolin, and pet- 
rogel, known as “Collins Aloe 
Ointment.” Produced by Collins 
Laboratories, Inc., the ointment 
is available in 12-o0z. jars designed 
especially for industrial clinics 
and hospitals. Trial l-oz. tube: 
are also available. 


Circle No. 149 on reader service card 


A PORTABLE HEATER for provid- 
ing heat where you want it will 
heat an area equal to average 5 
room house while being light 
enough (78 lbs.) to use on scaf- 
folds. Made by Master Vibrator 
Co., the “Master B-100” heater 
operates for only 12c/hour allow- 
ing economical use on the coldest 
days. Horizontal design affords 
circulating hot air over larger 
than usual area. Unit produces 
100,000 Btu’s per hour, circulates 
500 cu. ft. of warm air per minute 


Circle No. 151 on reader service 


A DOG-GONE STORY 

Firemen were called to put 
out a fire in—of all places 
a fire hydrant. After the blaze 
was put out, they found that 
fumes from an underground 
gas line had seeped up around 
the hydrant base and ignited 
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HEAD-O-GARD 


HAT FELT 
HELMET LINER 
For every worker's 
helmet. Corrugations 
protect against har 
ness-caused head ir 
ritations Made of 
quolity hat felt 
Order Head-O-Gard 


nm same size as ad 
justed helmet sweat- In All 
band Sizes 


e@ Protects against factory dust and 
chemicals «a 
Can be worn under welder’s helmet 
Protects against cold 
Easy to clean 
Will not shrink or lose shape 
Can be worn with ear muffs 


One Piece Head Warmer 


FLEECE LINED 

FOR COLD WEATHER 
COMFORT 

Suede fabric nterwov- 
en with soft inside 
fleece for comfort. Top 
straps tie onto horness 
to prevent helmet from 


falling off 


Louis A. Gann Corp. 
1300-1302 Light Street 69¢ 
_ Baltimore 30, Maryland 


Samples Mailed on Request 




















MAGNETIC 
HAND SAVER 


Greatly Reduces Hazards of 
Mangled Hands & Lost Fingers 


Easy-to-use magnetic press feeder pro 
motes operator confidence on all types 
of light press operations. Feeding be 
comes both faster and safer 
HAND-SAVER holds piece in any pos 
ition. Slight thumb pressure releases 
piece; release of pressure lowers mag 
net to contact position. Fool-proof 
operation. 


IT’S HELD! 
IT’S RELEASED! 
INSTANTLY! 


A TOOL OF MANY USES 


ITEM CARRYING UNIT 
NUMBER CAPACITY PRICE 


HS-2 . 
HS-5 5 LBS. 
HS-10 10 LBS. 


DISTRIBUTED BY 


ROCHESTER 
SAFETY EQUIPMENT CO. 
83 Howell St., Rochester 7, N. Y. 
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New stretcher moves injured 
from normally inaccessible spots 


Here's another use for the versatile new Hag- 
gard’s all-purpose stretcher kit. No matter 
what type of stretcher you now have, you 
have need for the new Haggard. It does all 
the things any stretcher can do, plus many 
more. It is a complete unit ready for instant 
use anywhere. It is so compact that it fits 
into a car trunk. Lightweight, only 28% 
pounds complete with case, blanket, first aid 
supplies, and accessories. It’s such a totally 
new concept in utility, versatility and prac- 
ticality that you should investigate it at once. 
See how easy it is to store, transport, and put 
to use. See all the advanced, needed features 
that make it a combinacon litter, fracture 
board, traction splint, and resuscitator. Com- 
pact, convenient, complete. Ask your MSco 
distributor for a demonstration or write Med- 
ical Supply Company, Rockford, Illinois. In 
Canada, Safety Supply Company, Toronto 2. 


Circle No. 76 on reader service card 
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ost one day’s work—bi I William Bussar was work- 
hard hat prevented any w ing with other repairman of 
injury Lehigh Portland Cement Co 
in Metaline Falls, Wash., as 
they attempted to remove a 
Harold George, employed screw conveyor from a hous- 
by the City of Tombstor ing with a bar and a 12 lb 
een dees tua Ariz., was workings h sledge hammer. The worker 
ted to the Turtle Club Municipal Hospital .~ feet wielding the sledge missed the 
eee eka above ground. He wi up bar and struck the hard hat 
severe or fatal injur- ported by linemen’ Bussard was wearing. Knock- 
ies by their hard hats le 3 1 . 4 
» guy strand broke from its ed semi-unconscious for sev- 
fitting and lashed across eral minutes, Bussard was 
Randall Bahan, Higgins, reorge’s hard hat. He was u saved from death by his hard 
Inc., New Orleans, La., was ul ha 
moving a frame when it 
caught on a bannister. He 
stooped to remove the cable 
The cable slipped, and the 


frame struck Bahan on the NEW, WATERLESS SKIN CLEANSER 


head. The hard hat prevented 


ee ACTUALLY CONTROLS DERMATITIS... 
a er CUTS LOST ower” DOLLARS 


Gunn, Pembroke, Ont., was ANTISEPTIC 


, 
skidding a log along a trail & irl (ohay 

when the log struck a rock, é " fe - 

bounced, hit a dry pine beside A hot 

the trail. The top of the pine yg A 


l , 9c , Of ol e ( rs Ss Ss - 
broke and fell 25 feet, smash- course, workers exposed to sources of skin dis 


] 


. ease are potential con trib itors to lost time and dollars. 
ing into the hard hat Yarasca- 





a NOW 1 new skin cleanser—VIBRA-CLEAN 
vitch wore. The man was un- vate: nel enitionntio: haa’ 


+ + 
€ [ 


IS proble m ana 
injured. lentill Ll ived 1 ,asily rinsed off with water 
HOW? Vibra-Clean dissolves industrial soils and floats 
foreign matter from the skin; at the same time Derma- 
; af ‘ Trol (our trade name for Monsanto’s Actamer) reduces 

Joe Pavlik, Inland Steel Co., : skin bacteria as much as 97%, catches infection before 
East Chicago. Ind.. was work- “ m my it begins. Added lanolin in the formula helps to restore 
t le +} — human oils in the skin immediately. ad 

Ing a an open 1leartn Slag on . - re 
! an ae The Most Sensitive Skin cannot be r 4 
yard. A falling slag pot pin s=ee\ injured or irritated by Vibra- i 
handle, weighing 10 pounds, ‘ Clean. It contains no ammonia, 
: <erosene or other toxic ingredients. 
dropped on his head. He was kerosene or othe ¢ ingredient 
unhurt thanks to his hard Want proof of VIBRA-CLEAN 
| ; a superiority? Accept this 30-day 
hat. >: » trial offer. Mail the coupon below 
for complete facts 
Sensational “one hand” 
; VIBRA-CLEAN di 
A. L. Cox, Department of Self-seoling, sag nga 
: 7“ r. : portable dispensing makes hand care con 
Lighting, Seattle, Wash.., Was bag on trucks, outside or inside jobs venient and easy. We 
hit on the head by a 15-pound place dispensers in 
‘ : ; “i a VIBRA-CLEAN Eco-Pak...a new self- critical trouble 
bag of tools that dropped from dispenser bog... gives your “roving” epote, wadhrooms, 
a pole cross arm. It could workers a portable dispenser and wherever hard-to -_ 
1 f i i 
have killed him—but he was Eco-Pak is ideal for the new economy remove soils exist y . 
/ dispenser assuring dispenser “service and we maintain No waste 
uninjured; his hard hat saved for all shifts, without any waste every single dispenser polished aluminum 
him. , : p dispenser, needs only 
Cut losses in MANHOURS and DOLLARS— Mail this Coupon today: one hand to operate 
Soacccascccncscascesoscssce sessoscssssossasesooqsssssosqssasesooscosoose 
HANLON CHEMICAL COMPANY, INC. 
1016 South Coy, Kansas City 3, Kansas 
les rush me complete information on new VIBRA- 
CLEAN...the skin cleanser that actually controls dermatitis 





Stan Hakowski, Braun VIBRA-CLEAN is especially 


mm . designed to remove oils, 
Transworld Corp., was work- quitnes, peleters tak, on- 


ing as an electrician on a con- A a 
. vy. it d i 
struction job at Altona, Vic- pounds, graphite end me 


. , ad a tallic dusts, diesel fuel and 
toria, Australia. A 142” x 12 mest ether industrial skin 


pipe was skidded off an over- soils right on the job. Dis- 
head pipeway and struck Hak- tributer “inquiries invited. 
owski’s hard hat. His right CITY ZONE STATE — 
arm was badly bruised. and he Secccccccccccccnnccccsscccccecccceccecceseccesceccseccoecuccesscccees 


DISTRISSTOR INQUIRIES INVITED! 


cle No. 77 on reader serv ca more information 


NAME 
TITLE 
COMPANY 
ADDRESS 





NOVEMBER, 1955 79 








LITE R AT U RE Offered in This Month's Ads. 





To obtain the information described below, simply circle on the post- 


card in this issue the key numbers of the items you wish to 


receive. We will forward your requests to the companies concerned. 


SAMPLES of felt helmet 
one-piece head warmer 
worn under hard hats for 
warmth are mailed at y« 
quest by Louis A. Gann 
Write for your sample, 
the key number listed 


Circle No. 75 on reader 


MORE EFFECTIVE SAFETY 
tion is the result you ca 
if you utilize 
safety message 

ployees. Wagnet 

Inc., will send you a new 
which illustrates how 

are using these sign 


tage 


DON’T TAKE CHANCES in « 
hazardous areas when 
find out what Doyle 
Cleaner Co.’s new e3 
proof vacuum cleaner ha 
in the way of safety and 
keeping efficiency. To 
yourself, circle the numbe1 
on the Reader Service C 
into th 


EVERY MAINTENANCE 

Rol-Away “One-Man”’ 

can help do the job not on 

ter, but also safer. For a complete 
catalog of these accident-saving 
trucks, just circle he imber 
listed below 


Circle No. 46 on re 


WANT A FREE SAMPLE of 

cloth,” Hygiene Research 

product for cleaning and 

proofing goggles and ma 

circle the number below 
I 


all you have to do 


WATER UNDER PRESSURE i 
ready at the nozzle when 
stall fire hose reels made by 
ford B. Hannay & Son, In 
the complete story, write 
firm’s new 16-page catalos 
lists specifications on the 
line. 


Circle No. 39 on reader 


A COMPLETE LINE of “Job-Fitted 
floor-maintenance machines th 
make it easy for you to specify 


just the right type and size of 
machine to fit your needs are list- 
ed in Finnell System, Inc.’s liter- 
ature. 

Circle No 3 on reader service 
YOU CAN GET many helpful idea 
on “how-to” and “where-to” in- 
stall metal gratings by readir 


Klemp Metal Grating Corp.’s Data 
& Specification Manual 


rcle No. 81 on reader service 


IT’S ALMOST IMPOSSIBLE for the 
average guy to waste any 
‘SBS-60,” the new cream de- 
odorant soap made by Sugar Beet 
Products Co. To find out why this 
is so, circle the number below, 
and special literature will be for- 
warded to you 

> e No. 9 o 
WINTER SLIPS AND FALLS cause 
untold damage to both worker 
and to their employers’ pocket- 
books—yet many are easily pre- 
vented. To see what we mean 
write for the free sample of “Zor- 
ball” absorbent material whi 
Wyandotte Chemicals Corp. w 
gladly send you. The broken | 
you save may be your own. 


eca 


PERK UP your safety contests by 
letting your workers know you 
plan to award a trophy, a plaque, 
or pins to the winners. For a 
complete brochure of suitable 
safety contest awards, ask fo! 
Southern California Trophy Cx 
literature. 


Circle No. 42 on 


SAFETY GARMENTS that _pro- 
tect workers while they are work- 
ing in flame and heat are covered 
in Industrial Gloves Co.’s catalog 
on “Steel-Grip” industrial safety 
apparel. 


Circle No. 40 on reader service 


TELL THEM what your particulai 
hand cleaning problem happens 
to be, and Kutol Products, Inc., 
will be glad to prescribe the cor- 
rect cleaner and send you free 
samples guaranteed to solve your 
problem. Literature is available 
describing each of the 7 different 
types of cleansers made by Kutol 


Circle No. 28 on reader service card 


OVER 100 MODELS of all-welded- 
steel “Safety-Step” ladders are 
listed in a catalog available from 
Ballymore Co 


No. 91 on reader service 


HOW TO IMPROVE safety records 
and speed up sling-loading work 
is shown in the 60-page “Tuffy 
Sling Handbook” available fron 
Union Wire Rope Corp 


, >) 


FLESH AND BLOOD) watchmen, 
upervised by efficient and reli- 
able watchclocks can perform ser- 
vices beyond the capacities of a 
mechanical device, no matter how 
ingenious it may be, as literature 
from Detex Watchclock points 
l Get a copy 


EXPENSE AND TROUBLE 

from future industri: 

claims can be stopped before they 

set a chance to start if you give 

111 workers audiometric tests 

Free detailed information on au- 
and how they should 
available from Audi- 


FALLS ON ICE OR SNOW can be re- 
duced in your plant grounds if 
you have safety gratings installed 
in the right place 3ustin Firm- 
Grip Grating Corp. will send you 
a catalog showing where and how 
to install this material if you 
circle the number printed below 
this iten 


TO FIND OUT how “Magliner’”’ 
magnesium dock boards save you 
money—both in initial cost and in 
the long run, how they can speed 
traffic, reduce costs and insure 
greater operator safety, ask for 
Magline’s Inc.’s Bulletin DB-204 


C e No. 84 on reader service card 


YOUR WINTER ICE and snow prob- 
lems can be cut to almost noth- 
ing 1f you follow directions for 
applying X-73 ice remover as 
listed in a bulletin presented by 
Monroe Co., Inc. 


e No. 59 on reader service card 
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Positive 
Protection 
from Acids or Abrasives 


Air-Conditioned 
Grinding Hood 


CESCO NO. 10256 


q 


ACITEX 


Acid-Resisting 


Hood 


CESCO NO. 732 


@ There is a CESCO hood for positive 

protection from every type of industrial expo- 
sure. These include air-supplied welding 
hoods, paint spray and dust hoods, foundry 
hoods, babbitting hoods, sand blast and abra- 
sive masks, etc. 
FOUNDRY Hood (No. 10256) is for grinding 
work, especially castings. The hood slips on 
easily, and air supply is regulated by wearer. 
There is plenty of room inside the hood for 
the wearing of safety glasses or goggles. 


The ACITEX Hood (No.732) provides 
protection from caustics, acids and splashing 
liquids. Acitex material is highly resistant to 
corrosive action, is clear, lightweight, flexible 
and extremely durable. The hood completely 
covers the head, chest and shoulders. 
Equipped with a supplied air unit. 


See your CESCO safety equipment 
distributor for full information on the com- 
plete line of CESCO protective equipment, 
or write— 


CHICAGO EYE SHIELD COMPANY * 2308 Warren Boulevard, Chicago 12, Illinois 
OFFICES IN: Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Dallas, Detroit, Houston, 
Kansas City, Knoxville, Little Rock, Los Angeles, Louisville, Mexico City, D.F., Milwaukee, Montreal, Orange, Peoria, 
Philadelphia, Pittsburgh, Salt Lake City, San Mateo, Spokane, St. Louis, St. Paul, Toledo, Tulsa, Wichita 


CESCO FOR SAFETY 


Circle No. 78 on reader service card for more information 
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EYE 
WASHING 
FOUNTAIN 


A CASE TAKEN FROM THE 


FILES OF THE AMERICAN 





ARBITRATION ASSOCIATION 





NINTH OF A SERIES 
The American Arbitration Association is a non-profit member 
ship corporation, organized to advance knowledge and use of 
abor-management, commercia and international trade arbitra 
tion. The award of the arbitrator in the case described below 
s not to be taken as an i ation of arbitrators 
might rule in apparently 


Does your union contract permit 
VALVE 


NEW 
“Quick Acton PPh hn firing an accident-prone worker? 
eu-Uiosin 

; -., MartTIN L. was hired by a tex helping lift < 

ill as a laborer, althoug} 
company doctor reported 
he usual examinatio1 ‘xperienced a “snappin 
employees, a “limit sation” in his back under 
circumstances. Short- 
thereafter, he slipped and 


1] 4 : 1} 
fell at home and was unable 





The B & A Shower is th = 
a + fac 


quickest an 


instant an accident occurs 
figuring burn- 
= 


GLASS 
AND CHey 
IN Eves CAL 


SlLiveRs 


OISFIGURING 
FACIAL <¢ S 
AND BURNS / 


TS ANO 
ome micAL BURNS 
QMS 


19 


feet 
high 


NEW 
LOW COST 
Bé&A 
SAF-T-BAGS 








OF A STAIR 


Ballymore all-welded-steel 

Safety-Step Ladders available from 

one to twelve steps. Over 100 models to choose from 

Portable—they roll. Up to 9 steps, they automat) 

cally jock to floor when you step on—9Y steps and 

over, they have step-on brake casters at front. Send 
for catalog. The Ballymore Company, Wayne 1] , Pa 

1 GALLON 


5 GALLON Safety-Step 
LADDERS 


P.O. BOX 7542, CHICAGO 80, ILLINOIS 


Circle No. 79 on reader service co Circle No. 91 on 


JB ALL THE SAFETY 


ut 


hatter 
Write For Details. 
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to return to work for several! 
weeks. 

On the basis of this record 
the company discharged him 
as accident-prone 

The union denied the com- 
pany’s right to fire Martin, 
and claimed that the accidents 
in the plants were due only 
o “over-zealousness.” Furth- 
ermore, the union said, the 
company knew of Martin’s 
condition when it hired 
and it had no right to make an 
issue of the condition months 
later 

Since Martin got a job else 
where, the union demanded 
only his reinstatement, not 


back pay 


The Arbitrator’s 
Decision 


This quotation comes from 
the arbitrator’s decision in the 
Cade 

“The union’s contention 
that the company was aware 
of Martin’s disability at the 
time of employment is not too 
compelling. It would not seem 
to this arbitrator to be 


t 


realis- 
tic to insist that emplovers 
provide wage income to em- 


ployees regardless of their 
ability to perform the work 
for which they are to be paid 

“The question which must 
be resolved, then, is Martin’s 
ability to do the job. Because 
the crucial question to be re- 
solved in the case of Martin’s 
subsequent employment is a 
medical question, Martin 
should present himself to the 
company physician for exam- 
ination as to the fitness to oc- 
cupy the specific job for 
which he was hired. 

“If the finding is favorable, 
Martin should be returned to 
work according to his senior- 
ity standing, but without back 
pay. If the finding is unfavor- 
able, he should not be return- 
ed to work.” e e 





Have you read ‘Along the 
Grapevine’ beginning on 
page 14? It's a new ‘'be- 


hind the scenes'' feature 
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Scott Air-Paks 


Cut Repair and Maintenance Costs, 


MAN HOURS 
SAVED 


in busy production 


Schedule 


@ If the conveyor in your paint 
drying oven jammed would it 
mean shutting down the oven 
for 24 hours to let it cool and 
result in sending 20 employees 
home? Or could you do as 
this progressive company did— 
equip a man with a Scott Air- 
On Pak and asbestos suit and get 
him into the oven at 320 to 
make the repair in 10 minutes? 

A similar, costly interruption 
could happen in your plant 
tomorrow! 200 Man Hours is 

a lot of time to lose in a busy 
production program, Better 
take steps now to get on that 

10 minute schedule! 


Hazardous lobs 
Scott Atr-Paks 
Help Management 
and Labor 


Breathe Easier 


Write for free booklet “Scott 
Air-Paks Save Money, Man 
Hours and Men for Industry.” 
We'll be pleased to send you 

a copy. 


FOR SAFETY—FOR SERVICE 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


229 ERIE STREET LANCASTER, N. Y. 
Canada: Safety Supply Co., Toronto—Branches in principal cities 
Export: Southern Oxygen Co., 15 West 57th Street, New York 19, N. Y. 


e No. 80 on reader service card for more information 
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Mes vdden Injury? | | 4a UDMA 
| 2 ©. ACCIDENT IN YOUR PLANT? 


Sie 
Pisses ao 


CANDY manufacturing ma‘ 
not seem hazardous, but it 
still ean produce serious in- 
juries. As a matter of fact, the 
average 1954 accident  fre- 
quency rate for the candy in- 


dustry was 9.3 





This candy plant worker 
was caught in a belt convevor KLEAR-VU SAFETY MIRRORS are the answer to the dangerous blind corner 


it took 20 minutes for firemen problem in your plant or warehouse. They are also adaptable for outdoor use in 
and fellow employees to re- 
lease him. At the hospital, he 
was found to have “serious 


arm. injuries.” 
mm J In . to both power truck operators and 
The Model Code of safety 


your parking lot, loading dock area or other points where traffic converges. 


Mounted at cross aisle intersections, entrances and exits at a height of 8 to 


10 feet, Klear-Vu Safety Mirrors clearly reflect oncoming intersection traffic 





: : pedestrians. 
Regulat ons publishe d by he Style Dimensions 


International Labor Office of Circular convex 12” diam Available in either convex or flat 
. Circular convex 18° diam : * - 

the United Nations Organiza- Pere eae 24” diam | glass styles, the mirrors are easily in- 
tion lays down these rules: Flat rectangular 9 x 18 
“Belt conveyors shall be a - 
provided with guards at the 
pinch points of the belts and ‘ 
the drums, where they shall LESTER L. BROSSARD CO. Eritte fee 


extend at leant 40 inches from 540 N. MICHIGAN AVE., CHICAGO 11, ILL. Bulletin. 
the drums. 


stalled and quickly adjustable to any 


desired angle. 








‘Belt conveyors carrying 
materials which might stick to 
tail drums or pulleys should 
be equipped with fixed scrap- 
ers or revolving brushes for 
removing the deposits so as to 


7 Open steel floor- 

ie F ing welded or 

avoid the hazards arising in BY riveted pattern; 
se cated in car 

cleaning the drums or pulleys ¢ stainless 

by hand while the belts are in steel, aluminum, 


motion nonel and alloys 


. 


“Conveying equipment shall 
be provided with . . . lubricat- 
ing facilities so arranged that 
oiling and greasing can be per- 
formed without .. . coming 
within dangerous proximity to 


moving parts.” e e 





A steel floor 

armor as 

* " . to prolong the 

phi t grapn may be ; = ‘ life of y toe 5 

times! Installed in 

. concrete Or mastic 
letin board 


Reprint Sudden Injury 


these prices for p 


On new Or existing 
} Dec pie ] 5 cent concrete or wood Hoors 


20- 49 copie 12 cent 


KT 

50- 99 copie 10 cent I ‘ rd . 

100-499 ¢ ple 7 cents ‘ ° 

500 or more, 5 cent — = a KLEMP METAL GRATING CORPORATION 

KLEMP METAL GRATING CORPORATION 6601 South Melvina Avenue, Chicago 38, Ill 

Orders may be placed for 6601 South Melvinu Avenue 

issues Or On a cancellable t | Chicago 38, Illinois 

POrtsmouth 7-6760 
> 


Gentlemen 
Kindly send me a copy of your ‘Data and Specifi 
scription’ basis, with a different — 
N 

poster reaching you~ every a 
month. Please send payment . Write for your FREE 

. ’ “Data and Specification 
with order Manual” today! 
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Health Institute to serve on Its 

new Advisory committee of 

a S = industrial nurses: Mary Dele- 

* people suppliers hanty, Equitable Life Assur- 

ance Society, New York City; 

Margaret Lucal, Ohio Rubber 

(headquarters: New York Co., Willoughby, Ohio; Ger- 

Robert M. City; mills: North Carolina trude A. Stewart, International 

Elrick has and Virginia). R. C. Going, Business Machines Corp., 

peen 7 d superintendent of the sheet- Washington, D. C.; and Sara 

ing mill, was named vice P. Wagner, Standard Oil Co 

chairman. H. E. Williams, (N. J.), New York City. 

safety director, is committee 
secretary. Fieldcrest is a divi- 

sion of Marshall Field Enter- Harry B. Burr, administra- 

prises. tor of medical services for 

Westinghouse Electric Corp., 

Pittsburgh, Pa., has been 





Bureau of Industrial Hyg! 
Connecticut Department 
eth Sia will hendle in been appointed director of 
trial selling of Tect safety sol- personnel of Alan Wood 
vents and help mant tied Steel Co., Conshohocken, Pa 
He was previously manager of 
safety and welfare. 


named to the board of indus- 
Charles D. Dorworth has trial advisors of Occupational 


Health Institute 


solve their toxicity probl 


Frank E. Cash has retired af- 
er 33 years in the mining and 
J. D. Moore, manager of the safety divisions of the U. S. 
towel mill, has been elected Bureau of Mines. For the last 
chairman of the central safety Four industrial nurses have five years, he has been sta- 
committee of Fieldcrest Mill been named by Occupational tioned in Washington, D. C 


+ 





Magliner Dock Boards 


REFUSE to damage 
power truck tires 


Magliner Tire-Saver Safety Curbs* 
(shown in circle below) prevent equip- 
ment run-off, eliminate costly tire dam- 
age and prolong dock board service-life! 


Ordinary dock boards permit the rims of 
power truck wheels to bear against the 
Ste l-MelttueMé Mel-ti-Ma-ser-t-le-leMuslile- (ae me litt) 
sharp, jagged edges in the curb itself. 
Magliner Tire-Saver Safety. Curbs pre- 
vent this costly and dangerous condition. 
They are designed so that wheel rims 
cannot Come into contact with the side 
tear Seo nepleceamna Soom Let PIONI ER s ‘Hand Protection (¢ linic”’ help Send 
a minimum and curbs last longer! : (Attn: Hand Protection Clinic) a complete job descrip- 
tion on your Company stationery, including dexterity and 
abrasion resistance requirements, and complete descrip- 
tion of chemicals or solvents used. Our solution of your 
glove problem will assure you of maximum worker pro- 
tection and comfort at the minimum cost. 


This exclusive advantage is one of the 
big reasons Magliner magnesium dock 
boards save you money-—both in initial 
cost, and in the long run. Let us show 
you how Magliners will speed i ‘ : 

traffic, reduce costs and insure Complete PIONEER Catalog available on request 
greater safety in your opera- y : New Flock-lined Neoprene 

tion. — ' oe ag bi 4 Stanzoil Glove withstands oils, 
, acids, greases, caustics and sol- 


2 , apie ¢ 

ST eaaaiineaees an j , vents. Combines dexterity with PIONEER 
zB J : . ~ p mfort. 

JOCK BOARS s os & a 


WRITE TODAY 
For Bulletin OB-204! = 238 Tiffin Rd. @ Willard, Ohio, U.S.A. 
MAGLINE INC. « P. O. BOX 411 © PINCONNING. MICHIGAN Pioneers in Industrial Hand Protection For Over 35 Years 


Circle No. 84 on reader service card for more information Circle No. 83 on reader service card for more information 
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PLANTS & SUPPLIERS: the Steel Equipmer 
Penn Metal Corp of 
American Wheelabrator & ‘ivision will be ope! 
Equipment Corp., Mishawaka, the Penco Met | Produ 
Ind., has changed its name to f Alan Woo r Steel C 
Wheelabrator Corp. The com- 
pany makes dust and fume 
‘ontrol equipment Johnson-March — | 
) h« 
National Tube Div., 


Steel Corp., Lorain 
Chemical Corp., manufac- 


turers of protective creams 
and powdered hand SOaDps, has 
appointed Canwest Safety 
Service Supply, Ltd., Calgary, 
Alta., to distribute its prod- 
he Canadian West 
ACHIEVEMENTS: 


+ 
é Industrie 
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slove manufacture A | h 99 
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hese comparative figures f government by U. S. Rubber 
Alan Wood Steel Co., Con- npany and tl % 
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“4 HIGH HAT BUT NOT HIGH PRICE 


Noseneed *\\,. iN i QUICK: CE 


pusT — \4 Pr WASHUP STATIONS 


—more economical 


than soa 
€ p 


Nes \ ry 
‘ , } + ase and other soils too| 
\ YOU NEED... WEN 20 


F . tough for soap and water. } . 
( DUPOR No. 1 j ; Your men will love its soft, ppl Al | 
, y ,, } 


Removes paint, pitch, tar,/ 


cold-cream texture. 


QUICKEE Hand Cleaner Dispensers mount on any vertical sur- 
face. Provide on-the-spot wash-up stations throughout your 
plant at low, low cost. 

5 Ib. can of super-soft, Lanolin enriched QUICKEE slips easily 
into patented dispenser. Snap on lid—that's alll Gives 1,000 
hand cleanings. No messy filling, no gears, no plumbing re- 
quired. Plants starting with one QUICKEE Station soon had 


p a several installed on every floor. 
[he miniature nose mask that 


- With or without water, QUICKEE removes 
is as handy as a pair of glasses. : . s , 
. ‘ grease, grime, paint, tar, pitch—in seconds! 
So light, less than 1 ounce. So ' 


convenient it can be worn while 
smoking, eating, talking. Amaz- 

ing 9 sq. in. filter. Vest pocket ; Six 5 Ib. cans QUICKEE $14.40 
size. Can be carried, ready for Dispenser (at cost) 


use instantly. Write for details! F —— 
Send $1.20 today for sample! f % Your Cost......$18.90 

If, after 30 days, you are not enthusiastic, return 
COLLECT, 5 unused cans and Dispenser in original 
carton for FULL REFUND. Order from your Jobber 
or write us. 


H. S. COVER, SOUTH BEND, IND. 


Respirators for Industry 
since 1894"" 


Nag QUICKEE PRODUCTS, INC. 


~f 


Ne wy, 141 Woodworth Avenue Yonkers, N. Y. 
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STOP INJURIES 
AND 


WORK INTERRUPTIONS 
from falling 


fluorescent tubes 


Keep tubes in place with Den-E! Fiuores- 
cent Lamp Cuards, easily installed with 
screwdriver. Stainless steel, they spring 
open for relamping or cleaning, and last 
a lifetime, 

For 40W tubes, per C, $17.00 

For 100W tubes, per C, $20.50 

ORDER TODAY DIRECT FROM 


eager Guide 


GENERAL SCIENTIFIC 


EQUIPMENT COMPANY 


Se SRS 
TESTED INDUSTRIAL SAFETY PRopucrTs 


TO SAaPETY 


Hundreds of Safety Products. Free Cataleg. 
2717 W. Huntingdon St., Philadelphia 32, Pa 


88 
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YOU CAN’T FALL 
It’s a Life Saver 


It Locks Automatically—Iinstantly—Holds 


SAFETY DEVICE FOR LADDERS 


Prevents death and injuries from falling. 


Inexpensive. Easy to install. 
ng ladders, peg ladders 
No welding or cutting 
Automatic Positive. Will catch v 
f he starts to fall even if uncor 
Sante’ to operate: 
ttention from <¢ 
hed rail hot dipped galvanized. Er 


t rust and corrosion proof 


No upkeep. Requl! 
limber 


men 
iS€ throughout country and abroa 
YY approx 


Patented. Manufactured only by 


6 years 


SAFETY TOWER LADDER CO. 


1024 Burbank Blvd. P. O. Rox 1052 
BURBANK: CALIFORNIA 
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FOR THE FIRST TIME! 


3 BSA, 

Gebhardt 
A leather which is soft, 
pliable, washable and non- 
toxic in garments which 
fully protects welders from 
heat, flash and splatter. A 
special tanned leather with 
tremendous resistance to 
heat. Long wearing in 
gloves, mitts and other 
products. Popular choice 
for foundries, welding 
shops and heat treating 
departments. 


Ay © Coloma, Lon 


SAFETY CLOTHING and EQUIPMENT 
STURTEVANT, WISCONSIN 
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New soap ingredient 
reduces skin bacteria; 
cuts lost man-hours 

















60% of all occupational disease compensation 
cases are based on skin disorders. 


This loss of time and money can be reduced easily 
and effectively. Regular use of hand soaps ganic Chemi Is | Division 
bar, liquid or powder—containing ACTAMER, COMPANY. Box 478-U-1 
Monsanto’s bacteriostat, reduces resident skin bac- 
teria by as much as 97°%. Because Actamer clings 
stubbornly to the skin, repeated use keeps hands 
virtually germ-free long after each washing. This 
sanitizing effect of Actamer means reduced skin 
infection to workers—a substantial dollar savings CHEMICALS ~ PLASTICS 


to management. ACTAMER: Reg. | 


S. Pat. Off. 


SERVING INDUSTRY... 
WHICH SERVES MANKIND 


Circle No. 11 on reader service card for more information 








OUR READERS ARE CHOSEN... 


because they qualify! 


Do you know why most of our readers get this 
magazine without charge? How can the pub- 
lisher afford to send the reader this leading 
magazine every month—without cost to them? 
Here’s why... 


Advertisers insist on 


Quality Readership 


It’s that simple! 

The reader’s local safety equipment distributor 
pays us for the reader’s subscription to OCCU- 
PATIONAL HAZARDS because he knows the 
reader is an important safety equipment user; 
because he knows the reader is responsible for 
specifying and/or buying safety equipment. 
Naturally, the distributor is only willing to 
spend this kind of money on the best and most 
important people on his list. 
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8 1240 ONTARIO STREET 


OCCUPATIONAL HAZARDS’ readers are 
hand-picked. They are important people in the 
safety equipment field — they are carefully 
chosen because of their interest in new and 
better safety products, equipment and _ tech- 
niques. 


This type of circulation is called 


Franchise Circulation 


That’s why OCCUPATIONAL HAZARDS 
spends considerable time, money and effort on 
every issue to make it worthwhile reading - 
realistically helpful, intelligently interesting 
and useful to our 21,000 important readers. 


OCCUPATIONAL HAZARDS 


CLEVELAND 13, OHIO 





